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A1 Snow White 


TWO-TONES: All body colors are available as optional 
two-tone with the second color of A1 Snow White 
for the following models... 
Hornet SST Sedans... Roof 
Matador & Ambassador Sedans & Hardtops .. . Roof 
Matador & Ambassador SST Wagons... 

Side & Rear Panels 















1972 “Baja” Grain: 
Vinyl-Covered Roofs 
Optional on... 

Hornet SST Sedan (not sun roof) 
Javelin SST & AMX 

Matador & Ambassador 

Sedans & Hardtops 





Black 
(available with any exterior color) 






White 
(available with any exterior color) 








Blue 
(with certain colors, see chart) 





Green 
(with certain colors, see chart) 


Brown 
(with certain colors, see chart) 
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C2 Stardust Silver, Metallic 















1972 “Baja” Grain 
Vinyl-Covered Roofs 
Optional on... 

Hornet SST Sedan (not sun roof) 
Javelin SST & AMX 

Matador & Ambassador 

Sedans & Hardtops 








Black 
(available with any exterior color) 







White 


Blue 
(available with any exterior color) 


(with certain colors, see chart) 





Green 


Brown 
(with certain colors, see chart) (with certain colors, see chart) 





C3 Skyway Blue 





1972 “Baja” Grain 
Vinyl-Covered Roofs 


Optional on... 
Hornet SST Sedan (not sun roof) 
Javelin SST & AMX 
Matador & Ambassador 
Sedans & Hardtops 





\ 
White 
(available with any exterior color) 





Green 
(with certain colors, see chart) 
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Black 
(available with any exterior color) 


(with certain colors, see chart) 





Brown 


(with certain colors, see chart) 
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C4 Jetset Blue, Metallic 


1972 “Baja” Grain 
Vinyl-Covered Roofs 
Optional on... 
Hornet SST Sedan (not sun roof) 
Javelin SST & AMX 
Matador & Ambassador 

Sedans & Hardtops 


Black 
(available with any exterior color) 


White 
(available with any exterior color) 


Blue 
(with certain colors, see chart) 


Green Brown : 
(with certain colors, see chart) (with certain colors, see chart) 





OMA iclm iit MmyCiciiive 


1972 “Baja” Grain 
Vinyl-Covered Roofs 


Optional on... 
Hornet SST Sedan (not sun roof) 
Javelin SST & AMX 
Matador & Ambassador 
Sedans & Hardtops 


White 
(available with any exterior color) 


Green 
(with certain colors, see chart) 


Black 
(available with any exterior color) 


Blue 
(with certain colors, see chart) 


Brown 
(with certain colors, see chart) 
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C6 Surfside Turquoise 

















1972 “Baja” Grain 
Vinyl-Covered Roofs 


Optional on... 
Hornet SST Sedan (not sun roof) 
Javelin SST & AMX 
Matador & Ambassador 
Sedans & Hardtops 





Black 
(available with any exterior color) 





White . . Blue 


(available with any exterior color) (with certain colors, see chart) 





Green Brown ; 
(with certain colors, see chart) (with certain colors, see chart) 













C8 Grasshopper Green, Met. 











1972 “Baja” Grain 
Vinyl-Covered Roofs 


Optional on... 
Hornet SST Sedan (not sun roof) 
Javelin SST & AMX 
Matador & Ambassador 
Sedans & Hardtops 








Black 
(available with any exterior color) 








White 
(available with any exterior color) 


Blue 
(with certain colors, see chart) 








Green Brown 
(with certain colors, see chart) (with certain colors, see chart) 
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C9 Hunter Green, Metallic 





1972 “Baja” Grain 
Vinyl-Covered Roofs 


Optional on... 
Hornet SST Sedan (not sun roof) 
Javelin SST & AMX 
Matador & Ambassador 
Sedans & Hardtops 


Black 
(available with any exterior color) 


White Blue 


(available with any exterior color) (with certain colors, see chart) 


Green Brown } 
(with certain colors, see chart) (with certain colors, see chart) 
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D1 Jolly Green 














1972 “Baja” Grain 
Vinyl-Covered Roofs 


Optional on... 
Hornet SST Sedan (not sun roof) 
Javelin SST & AMX 
Matador & Ambassador 
Sedans & Hardtops 






Black 
(available with any exterior color) 






White 
(available with any exterior color) 


Blue 
(with certain colors, see chart) 





Brown 
(with certain colors, see chart) 


Green 
(with certain colors, see chart) 
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D2 Yuca Tan, Metallic 


1972 “Baja” Grain 
Vinyl-Covered Roofs 


Optional on... 
Hornet SST Sedan (not sun roof) 
Javelin SST & AMX 
Matador & Ambassador 
Sedans & Hardtops 


Black 
(available with any exterior color) 


White 


Blue 
(available with any exterior color) 


(with certain colors, see chart) 


Green Brown 
(with certain colors, see chart) (with certain colors, see chart) 
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D3 Baja Bronze, Metallic 










1972 “Baja” Grain 
Vinyl-Covered Roofs 


Optional on... 
Hornet SST Sedan (not sun roof) 
Javelin SST & AMX 
Matador & Ambassador 
Sedans & Hardtops 















Black 
(available with any exterior color) 









White 
(available with any exterior color) 





Blue 
(with certain colors, see chart) 







Green Brown 
(with certain colors, see chart) (with certain colors, see chart) 
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1972 “Baja” Grain 
Vinyl-Covered Roofs 
Optional on... 
Hornet SST Sedan (not sun roof) 
Javelin SST & AMX 
Matador & Ambassador 

Sedans & Hardtops 


Black 
(available with any exterior color) 


White 
(available with any exterior color) (with certain colors, see chart) 


Green Brown 
(with certain colors, see chart) (with certain colors, see chart) 








D5 Butterscotch Gold 











1972 “Baja” Grain 
Vinyl-Covered Roofs 


Optional on... 
Hornet SST Sedan (not sun roof) 
Javelin SST & AMX 
Matador & Ambassador 
Sedans & Hardtops 














Black 
(available with any exterior color) 





White Blue 
(available with any exterior color) (with certain colors, see chart) 










Green Brown 
(with certain colors, see chart) (with certain colors, see chart) 






D7 Trans-Am Red 











1972 “Baja” Grain 
Vinyl-Covered Roofs 


Optional on... 
Hornet SST Sedan (not sun roof) 
Javelin SST & AMX 
Matador & Ambassador 
Sedans & Hardtops 


Black 
(available with any exterior color) 


White Blue 
(available with any exterior color) (with certain colors, see chart) 


Green Brown 
(with certain colors, see chart) (with certain colors, see chart) 
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D8 Sparkling Burgundy 


1972 “Baja” Grain 
Vinyl-Covered Roofs 
Optional on... 
Hornet SST Sedan (not sun roof) 
Javelin SST & AMX 
Matador & Ambassador 

Sedans & Hardtops 


Black 
(available with any exterior color) 


White Blue 
(available with any exterior color) (with certain colors, see chart) 


Green Brown 
(with certain colors, see chart) (with certain colors, see chart) 








D9 Wild Plum Metallic 


1972 “Baja” Grain 
Vinyl-Covered Roofs 
Optional on... 
Hornet SST Sedan (not sun roof) 
Javelin SST & AMX 
Matador & Ambassador 

Sedans & Hardtops 


Black 
(available with any exterior 


White 


(available with any exterior color) certain colors, 


Green Brown . 
(with certain colors, see chart) (with certain colors, see chari) 
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P1 Classic Black 
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1972 “Baja” Grain 
Vinyl-Covered Roofs 
Optional on... 
Hornet SST Sedan (not sun roof) 
Javelin SST & AMX 
Matador & Ambassador 

Sedans & Hardtops 


Black 
(available with 


White . Blue 


(available with any exterior color) (with certain colors, see chart) 


Green Brown 
(with certain colors, see chart) (with certain colors, see chart) 


















A1 Snow White 


TWO-TONES: All body colors are available as optional 
two-tone with the second color of A1 Snow White 
for the following models... 
Hornet SST Sedans . . . Roof 
Matador & Ambassador Sedans & Hardtops . . . Roof 
Matador & Ambassador SST Wagons... 

Side & Rear Panels 







1972 “Baja” Grain 
Vinyl-Covered Roofs 


Optional on... 
Hornet SST Sedan (not sun roof) 
Javelin SST & AMX 

Matador & Ambassador 

Sedans & Hardtops 















Black 
(available with any exterior color) 









White Blue 
(available with any exterior color) (with certain colors, see chart) 








Green Brown 
(with certain colors, see chart) (with certain colors, see chart) 






C2 Stardust Silver, Metallic 


1972 “Baja” Grain 


Vinyl-Covered Roofs 


Optional on... 


Hornet SST Sedan (not sun roof) 


Javelin SST & AMX 
Matador & Ambassador 
Sedans & Hardtops 


White 
(available with any exterior color) 


Green 
(with certain colors, see chart) 


Black 
(available with any exterior color) 


Blue 
(with certain colors, see chart) 


Brown 
(with certain colors, see chart) 
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C3 Skyway Blue 
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1972 “Baja” Grain 
Vinyl-Covered Roofs 
Optional on... 

Hornet SST Sedan (not sun roof) 
Javelin SST & AMX 
Matador & Ambassador 

Sedans & Hardtops 











Black 
(available with any exterior color) 








White 
(available with any exterior color) 


Blue 
(with certain colors, see chart) 








Green Brown 


(with certain colors, see chart) (with certain colors, see chart) 











C4 jetset Blue, Metallic 








1972 “Baja” Grain 
Vinyl-Covered Roofs 
Optional on... 

Hornet SST Sedan (not sun roof) 
Javelin SST & AMX 

Matador & Ambassador 

Sedans & Hardtops 















Black 
(available with any exterior color) 








White 
(available with any exterior color) (with certain colors, see chart) 










Green Brown 
(with certain colors, see chart) (with certain colors, see chart) 
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1972 “Baja” Grain 
Vinyl-Covered Roofs 


Optional on... 
Hornet SST Sedan (not sun roof) 
Javelin SST & AMX 
Matador & Ambassador 
Sedans & Hardtops 


Black 
(available with any exterior color) 


i 
White 


Blue 
(available with any exterior color) 


(with certain colors, see chart) 


Green Brown 
(with certain colors, see chart) (with certain colors, see chart) 





C6 Surfside Turquoise 
































1972 “Baja” Grain 
Vinyl-Covered Roofs 


Optional on... 
Hornet SST Sedan (not sun roof) 
Javelin SST & AMX 
Matador & Ambassador 
Sedans & Hardtops 










Black 
(available with any exterior color) 





White 
(available with any exterior color) 







Blue 
(with certain colors, see chart) 







Green Brown 
(with certain colors, see chart) (with certain colors, see chart) 


















C8 Grasshopper Green, Met. 
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1972 “Baja” Grain 
Vinyl-Covered Roofs 
Optional on... 
Hornet SST Sedan (not sun root) 
Javelin SST & AMX 
Matador & Ambassador 

Sedans & Hardtops 











Black | 
(available with any exterior color) 





White Blue 
(available with any exterior color) (with certain colors, see chart) 





Green Brown . 
(with certain colors, see chart) (with certain colors, see chart) 
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C9 Hunter Green, Metallic 


1972 “Baja” Grain 
Vinyl-Covered Roofs 
Optional on. 
Hornet SST Sedan (not sun roof) 
Javelin SST & AMX 
Matador & Ambassador 

Sedans & Hardtops 


Black 
(available with any exterior color) 


White Blue 
(available with any exterior color) (with certain colors, see chart) 


Green Brown 
(with certain colors, see chart) (with certain colors, see chart) 








A2 Canary Yellow 



















1972 “Baja” Grain 
Vinyl-Covered Roofs 


Optional on... 
Hornet SST Sedan (not sun roof) 
Javelin SST & AMX 
Matador & Ambassador 
Sedans & Hardtops 





Black 
(available with any exterior color) 





White Blue 
(available with any exterior color) (with certain colors, see chart) 





Green Brown 
(with certain colors, see chart) (with certain colors, see chart) 








> » 


WOODGRAIN: Color-Keyed Woodgrain in Side & Rear Panels 
(rear panel is ‘light reflective”) for the following models: 
Included with Hornet Sportabout “D/L” Package 
Optional on Hornet Sportabout, 

without rear panel (less ““X’” Package) 
Optional on Matador Wagon 
Standard on Ambassador Brougham Wagon 


Note: The translucent woodgrain vinyl with “see-thru’’ quality allows the body color 
to be faintly visible. Sample below shows the effect on black vs white body color. 






























1972 “Baja” Grain 
Vinyl-Covered Roofs 
Optional on... 
Hornet SST Sedan (not sun roof) 
Javelin SST & AMX 
Matador & Ambassador 

Sedans & Hardtops 


Black 
(available with any exterior color) 





White Blue 
(available with any exterior color) (with certain colors, see chart) 





Green Brown 
(with certain colors, see chart) (with certain colors, see chart) 










EXTERIOR 
COLORS 


‘“‘Lustre-Gard’”’ 
Acrylic Enamel 
Triple-Coated 
Baked Finish 


il 


1972 “Baja” Grain 
Vinyl-Covered Roofs 
Optional on... 
Hornet SST Sedan (not sun roof) 
Javelin SST & AMX 
Matador & Ambassador 

Sedans & Hardtops 



















Black 
(available with any exterior color) 





White Blue 
(available with any exterior color) (with certain colors, see chart) 





Green Brown . 
(with certain colors, see chart) (with certain colors, see chart) 











1972 
DATA 
COLOR 


BOOK 








Gremlin 





Form No. 2-2322-836-01 


UPHOLSTERY 











Javelin Matador i Ambassador 












Gremlin “X" ji Hornet SST 4-Door Sedan 


Hornet Sportabouts Javelin SST 






Matador Station Wagon Ambassador Brougham Hardtop 


This publication is based on the latest product information at the time of printing. Certain equipment items 
and features, illustrated or described in this publication, are optional at extra cost unless otherwise specified. 
Certain equipment items and features may not be available for all models. American Motors, whose policy is 
one of continuous improvement, reserves the right to discontinue or change specifications, models, equipment 
or prices at any time without incurring obligation. 


Published by: Product Information Department 
American Motors Corporation ~ 
14250 Plymouth Road 
Detroit, Michigan 48232 
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GREMLIN 
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GREMLIN 


in dress-up form 








’72 Gremlin in Stardust Silver with optional rally stripes. Other options include spoke-style wheel covers (for optional 14” 
wheels/tires), decor group (moldings), flip-open rear side windows, luggage rack, tailgate air deflector, sun roof, scuff 
molding, and bumper guards. 





GREMLIN 


in “X” Package form 








'72 Gremlin in Wild Plum with optional ‘‘X”” package. Added options shown are decor group (moldings), flip-open rear 
side window, white-lettered tires and bumper guards. 








GREMLIN 


in basic form 


'72 Gremlin in Hunter Green with standard pin stripes. Air-finned wheel covers (for standard 13” wheels/tires)and bumper 
guards are optional. Liftgate window and fold-down rear seat are standard on all 1972 Gremlins. 











GREMLIN 


SEATS 


'72 Gremlin with optional custom bucket seat interior (or bench seat), carpeting, sports steering wheel, and cargo area 
insulation. These and many other features are included in ““X"’ package. Removable storage litter pouch (on both doors) 
is a separate option. 





A-4 








'72 Gremlin with optional ‘‘X’’ package, sun roof, flip- open rear side windows 
and decor group (moldings). 





‘72 Gremlin with standard tailgate and fold- down rear seat. Sun roof and key- 
locking gas cap are optional. 


See “Options” section for complete list of options. 





GREMLIN 





OPTIONS 


Optional tailgate air deflector keeps 
window cleaner for better visibility. 
Roof rack, optional. 








Fully-synchronized 3-speed manual 
transmission with floor-mounted stick 
shift. Optional. 





Standard 232 CID-6. Optional 258-6 
and a new 304 V-8. New ‘“Torque- 
Command” automatic, optional. 








Issued May 24, 1971 (Subject to Change) : Vinyl (Pleated) 
Revised July 2, 1971 Vinyl ‘Wellington’ Fabric 


" ‘Rio Grande’ Opt. Custom Trim ‘Capricorn’ 
Revised Oct. 7; 1971, Jan. 17, 1972 Standard (Std. Gremlin X Optional 


1972 GREMLIN _Incl. Buckets) 


] 
SEAT, TRIM & COLOR AVAILABILITY 





White Seats| 
Black Int. 
Tan/Buff 
White Seats 
Black Int. 





Models Front Seat Type 


2-Door Bench Seat, Split Back—Standard (NA Gremlin X) 
4-Passenger Bucket Seats—Optional (Standard Gremlin X) 


Rally ope Gremlin X 
Optiona Std. Stripe 








. 
In Production 


14 Exterior Colors, Standard 
Dec. 1, 1971 


(8 for Gremlin X) 


In Production 
March 6, 1972 
In Production 
March 6, 1972 
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Black Accent 


Gold/ 
Black Accent 


White/ 
Blue/ 

Red Accent 
Black/ 

Gold Accent 
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*Snow White 
*Stardust Silver, Metallic 
Skyway Blue (Light) 
Jetset Blue, Metallic (Medium) 
*Surfside Turquoise = 
Grasshopper Green, Metallic (Medium) 
Hunter Green, Metallic (Dark) 
“Jolly Green (Bright) 
Yuca Tan, Metallic 
Baja Bronze, Metallic 
*Butterscotch Gold 
*Canary Yellow 
*Trans-Am Red 
*Wild Plum, Metallic 
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*Gremlin X model package available only with the indicated 8 colors 


WM Combination Cancelled from Production, March 6, 1972. 








Standard Bench Seats with 
optional pleated-vinyl trim 
(Custom Trim Package). 






Standard Bench Seats with vinyl trim. 


Optional Bucket Seats with 
pleated-vinyl trim (Custom Trim Package, 
and included with Gremlin X Package). 


Standard Gremlin Bench Seats with 
optional ‘“‘Capricorn”’ plaid fabric trim 
(not with Custom Trim or X Packages). 
A-6 In Production Dec. 1, 1971. 





GREMLIN 
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03-B BLUE 06-B TAN/BUFF 


OPTIONAL “WELLINGTON” PLEATED VINYL (custom interior) 


OI-B BLACK 








EMRE So oP Ps meta ane! 


Bench or Bucket Seats, Bucket Seats included with “X”’ Package. 





15-B or-S BLACK/RED 16-B or -S TAN/BUFF 


13-B or-S BLUE 


11-B or -S BLACK 











1971) 


5 ts 


. Optional “Capricorn” Plaid Fabric Seat Upholstery for Standard Interior (Production Dec 


1972 Gremlin. . 
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03-A BLUE 
Available with 4 exterior colors 


01-A BLACK 
Available with all exterior colors 


06-A TAN 


Available with 9 exterior colors 
(A1, A2, C8, C9, D1, D2, D3, D5 & D7) 


(A1, C2, C3 & C4) 





GREMLIN 


Gremlin, Model 7246-5, with Standard Trim 


Gremlin, Model 7246-5, with Optional Trim 


Gremlin, Model 7246-5, 
with 'X" Package and Sun Roof 











1972 
GREMLIN 
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1972 Gremlin with standard dual pin-stripes and hub caps. Also standard are 


rear liftgate window and fold-down rear seat. 


1972 GREMLIN MODEL AND ENGINE AVAILABILITY 


Total Gremlin model count reduced 
to 1 (was 2): 


2-Door Sedan . . . 4-passenger model with 
liftgate window and fold- 
down rear seat. 


2-passenger model dis- 
continued due to low 
volume. 


“Gremlin X” Model Package optional (re- 
vised). 


New Custom Trim Package optional (with 
interior and exterior items). 


New Decor Package of exterior moldings for 
Gremlin X. 


Interior Appointment Package optional (in- 
cluded in Gremlin X). 


Roof Rack and Rear Air Deflector optional. 


Sun Roof optional. 


8 “Power Teams...4Engines... 
3 Transmissions 


232-1B Six... 3-Speed Manual, 2-3 Syn- 
chromesh (column or floor) 


3-Speed Manual, Full-Syn- 
chromesh (floor) 


“Torque-Command”’ 
(column) 


258-1B Six... 3-Speed Manual, Full-Syn- 
chromesh (floor) 


“Torque-Command’”’ 
(column) 


304-2B V-8... 3-Speed Manual, Full-Syn- 
(new) chromesh (floor) 


“Torque-Command’”’ 
(column) 
































1972 
GREMLIN 
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1972 Gremlin with optional rally stripe (featuring new center accent color). 
Roof rack, air deflector and wheel covers are also optional. 


EXTERIOR 


New minor exterior trim and ornamentation .. . Rear: New ‘5 Litre V-8” decal with new 304 V-8 option 
Front: None inboard of RH taillight. 

re : 2 ; Present ‘‘3.8 Litre” (for 232-6) and ‘4.2 Litre” 
Side: New optional 14” wheel covers (same 13” wheel 258-6) decals continue. 


covers optional). 
New livelier exterior colors. 14 offered (9 new, 2-1971, 


Bag optional 14” custom wheel covers con- 3-1971 %). 8 for Gremlin X. 


New optional 14” Turbo-Disc (replaced Turbo- 
Cast). Wire wheel covers cancelled. Present 
14” x 6” slot-style wheels continue standard for 
Gremlin X. Present 14” x 6” spoke-style wheels 
continue optional. New factory-installed radio antenna retracts down to 
3”(was 22"). Factory installation of antenna(was dealer 
installed) permits ‘‘tuning” of radio with antenna. 
Prevents breakage at automatic car wash. 


New shape for standard outside rear-view mirror. 


New thru-grille hood-lock release replaces less- 
convenient, under-bumper location (see INTERIOR 
for optional inside hood-lock release). 


New optional rally stripe, similar to '71 style with 
center accent color added (same dual pin stripes 
standard, and same Gremlin X spear stripe). 


New rocker-panel molding added as part of op- 
tional Decor Group (wheel lip, rain drip and new 
rocker-panel molding) for Gremlin X. 


New Custom Trim Package for regular Gremlins 


includes wheel opening and rain-drip moldings 
(rocker moldings offered as separate option). 





Gremlin ‘‘bug” ornaments on front fenders are 
deleted. 
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1972 Gremlin with optional sun-roof, bumper guards, and Gremlin ‘‘X” Package. 
The ‘‘X’’ Package includes side spear decal, painted grille, slot-style 14” x 6” 
wheels with D70 x 14 black tires (raised-letter tires, shown, additional option), 
Space-Saver spare tire with regular wheel, custom interior with high-back 
bucket seats, cargo-area insulation, sports steering wheel, Interior Appoint- 
ment Package and special decals. 


1972 GREMLIN 
EXTERIOR FEATURES COMPARISON 


STANDARD GREMLIN X 


Sun Roof Opt Opt 


STANDARD GREMLIN X 


7246-5 7246-5 7246-5 7246-5 
FEATURE (4-Pass) (4-Pass) FEATURE (4-Pass) (4-Pass) 
“C”’ Pillar Nameplate Liftgate Air Deflector Opt Opt 
(Gremlin Script) Std NA windshield Reveal 
“Gremlin X’’ Name in Molding Std Std 
Side Stripe NA Std Gas Cap—Chrome 
Hood Nameplate (Gremlin Emblem) Std Std 
(Gremlin Script) Std Std Hub Gaps Std NA 
Corporate Logo on 
Wheel Covers— 
Rear Panel Std Std Standard Type 
3.8 or 4.2 Litre Decal on (13” or 14”) Opt NA 
Rear Panel NA (A) Std. (A) Custom Type (14”) Opt NA 
Exterior Colors 14 8 Turbo-Disc Type (14”) Opt NA 
Painted Grille Spoke-Style Wheels 
(Matching Body Color) NA Std (With D70x14 Tires) Opt Opt 
Fit Siot-Style Wheels 
Body Striping . ; 
ne nies SYA {Pa Wheel-Opening and 
Gremlin X’’ Unique 2 5 A 
Decal Striping on Sides, Rain-Drip Moldings GRP NA 
C-Pillar, Grille and Rocker Panel Molding 
Rear Panel NA Std (with above GRP) Opt NA 
Rally Stripe Opt NA Drip and Rocker Panel 
Roof Rack Opt Opt Moldings NA GRP 


(A)—5 Litre V-8 Decal For All V-8’s. 
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GREMLIN 
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Standard 1972 Gremlin interior shows “Rio Grande” embossed vinyl with 
vinyl bolsters and standard 2-spoke steering wheel. 


INTERIOR 


New, livelier interior colors and trims. Black, Blue, 
Tan and Black/Red. 


Revised front seat shape and location for greater- 
seat-to-steering wheel and head room. 


Present fold-down rear seat standard. Opérates with 
single release latch on right side (was both sides). 


Present liftgate window standard. 


New trim details for instrument panel to improve 
appearance. 


New under-instrument-panel inside hood-lock re- 
lease, in optional Visibility Group. Helps prevent theft. 


New ‘‘ball-and-socket” air outlets in package tray 
for A/C-equipped models improves appearance and 
directional air control. High-level air outlet only with 
A/C. 


New higher-gloss finish and ‘‘soft-feel’’ material for 
steering wheels improves appearance and feel. Late- 
Oct. production. 


New (’71 2) 3-spoke 15” sports steering wheel optional, 
standard with Gremlin ‘'X’’. Standard wheel, 2-spoke 
15%4” x 15%”. Optional custom wheel, 2-spoke 16” 
ye YAM. 


1972 Gemlin custom door panel. Remote-control .mirror 
and removeable stowage-litter pouch are options. 




















1972 Gremlin with optional ‘‘X’’ Package shows custom “Wellington” pleated 
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vinyl trim with vinyl bolsters on high-back bucket seats, custom door trim. 
Custom trim is also optional with standard split-back bench or optional high- 


back bucket seats as part of separate Custom Trim Package. 


INTERIOR 


New ‘‘Adjust-O-Tilt’ steering-column optional with 
automatic transmission (previously only for Javelin, 
Matador and Ambassador). 


New flip-open rear side-window, optional, for pas- 
senger comfort. 


New higher-gloss paint finish on interior upper-door 
panels improves appearance. 


New higher-quality AM push-button radio, optional 
(same as Javelin). 


New AM/FM push-button radio (monaural), optional. 
October 1 production. 


HH, 





New bonded-to-windshield inside rear-view mirror 
improves appearance and visibility. Also eliminates 
loose-mirror problem and screw adjustment. Early 
running change. 


New (1971%) ‘‘Polyclad” fiber/foam headliner im- 
proves appearance. 


New Removable Stowage/Litter Pouch for both front 
doors, optional. 


New “‘soft-feel’’ knob for column shift lever and turn 
signal lever. 


rye o 
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1972 Gremlin ‘X’’ Package shows special ‘“‘engine-turned” instrument panel overlay, 15” sports steering wheel, and 
Interior Appointment Package (instrument panel parcel shelf, glove-box lock and light, and cigarette lighter). Push- 


button AM or AM/FM radio is optional. 
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1972 Gremlin ‘‘X” interior. Inside hood-lock release t-handle, shown under 
panel at right, is part of optional Visibility Group, which also includes remote- 
control left outside mirror, visor vanity mirror, Day/Nite inside mirror, deluxe 
variable-speed electric wipers, and dual horns. 


1972 GREMLIN 
INTERIOR FEATURES COMPARISON 





STANDARD GREMLIN X STANDARD GREMLIN X 
7246-5 7246-5 7246-5 7246-5 
FEATURE (4-Pass) (4-Pass) FEATURE (4-Pass) (4-Pass) 
Cigarette Lighter GRP (A) Std Custom Interior Trim 
Glove Box Lock GRP (A) Std Package Opt (Bench Std (Bucket) 
Glove Box Light GRP (A) Std or Bucket) 
Glove Box Door Std Std Bucket Seats Opt (C) Std 
Parking Brake Warning Fold-Down Feature 
Light GRP GRP for Rear Seat Std Std 
Steering Wheel— Liftgate Window Std Std 
Standard (153%4” x 15%”) Std NA Flip-Open Rear 
Custom (16” x 15%”) Opt (B) NA Side Window Opt Opt 
Sports (15”) Opt Std Package Tray— 
Manual Steering Gear— Instrument Panel GRP (D) Std 
Box Ratio— Standard 24:1 24:1 High-Level Ventilation W/AC W/AC 
— Optional 20:1 20:1 
: Space-Saver Spare 
Instrument Panel Cluster Color Engine (With Opt. 14” Tires) Opt (E) Std 
Keyed Turned ; ; ; 
(A)—Included in Interior Appointment Package. 
Armrest—Front Std Std (B)—Also included in Custom Trim Package. 
—Rear NA NA (C)—Only when Custom Trim Package is specified. 
Floor Covering (D)—Included in Interior Appointment Package, and 
(Color Keyed)— Rubber Std NA also with air conditioning. 
— Carpet GRP (C) Std (E)—Also included with optional Spoke-Style wheels. 
Dome Light— Door Switch GRP GRP 









COMBINATIONS 


First figure in box is standard axle ratio; others, optional ratios. 
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ENGINE SIX Be: | GREMLIN 

TRANSMISSION 232-1B | 258-1B | 304-2B 

Std. All | Opt. All | Opt. All 
3-Speed Manual—Standard 23 Vi 
Column- or Floor-Shift 3.08 ‘ 
2-3 Synchromesh 3.31 | Bei moe 
3-Speed Manual— Optional 245 Ze 3.54 
Floor Shift 3.08 3.08 3.15 
All-Synchromesh 3.31 | 3.31 
Torque- Command— Optional 2377 2.73 2.87 
Automatic 2.737 3.08 3.15 
Column- Shift 3.08{ | 3.31 

















tWith air-conditioning ratios are 2.73 std. (3.08 and 3.31 opt.). 
Also for a// California (less or with AC) 


New ‘‘Torque-Command” automatic transmission, built 
by Chrysler (‘‘Torque-Flite”’), replaces ‘‘Shift-Com- 
mand”, built by Borg-Warner. Smoother shifts, quieter 
operation and greater durability. Optional, 6 and V-8 
column-shift. 


New 304 CID, 2-barrel V-8 engine package option with 
optional column-shift automatic or full-synchromesh 
3-speed floor-shift manual transmissions. Suspension 
and drive line modified to accommodate new V-8 
engine package. As in 1971, all engines run on reg- 
ular-grade, low-lead, or no-lead fuels of 91 octane 
or higher. With no-lead fuel, use regular-grade leaded 
fuel at every 4th tank fill. New net horsepower and 
torque ratings (see Section G). Balance of engine/ 
transmission combinations same as 1971. 


New stamped rocker arms on 6's and V-8’s use “‘cylin- 
drical” bearings (was ‘“‘ball/stud” type) for longer 
service life and quieter operation of valve train 
(running change). 

New rear-wheel brake cylinders (smaller bore size) to 
prevent premature rear wheel lock-up, especially 
during panic stops. 





MECHANICAL 


New option of ventilated-rotor front disc brakes, 
manual or power, for 6 or V-8, with 14” wheels only. 
Power drum brake option continues. 


New Saginaw power steering pump for V-8’s replaces 
Eaton pump. Better quality and quieter operation. 
Saginaw pump previously for 6's only. Also, new belt 
tension adjustment with torque wrench assures proper 
belt tension (V-8 only). 

New ‘“‘zero-lash”’ ball joint for front suspension upper 
pivot gives quieter, smoother operation plus longer 
service life. New 1-piece ball/stud (replaces 2-piece) 
is stronger, seals tighter and retains tolerance longer. 
Late-Sept. production. 

New ‘“‘bayonet” (was ‘‘eye”’ type) mounted rear shock 
absorbers for reduced road noise (late running change 
for '71 models). 

New dual-rate rubber bushing for front mount of rear 
spring to prevent clutch chatter and reduce road 


_ noise with manual-transmission. 


New separate ‘front sway bar’ option for Gremlin-6 
(and continues to be included in Handling Package). 
Front sway bar standard on V-8’s. New rear suspension 
“torque links’ included with V-8’s. 
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Phantom view of 1972 Gremlin 


OTHER DETAILS 


New 2-speed electric windshield wipers and electric 
washers standard, replacing vacuum. Optional Visi- 
bility Group includes variable-speed wipers (also 
separate option). 


New second horn in optional Visibility Group, in 
addition to standard single horn. 


Product content of ‘‘group/package”’ options revised 
for greater sellability. 


New cargo-floor insulation and rear trim-panel seal 
added to optional Custom Trim Package. Reduces 
noise. Standard with Gremlin ‘'X’’ package. 


New stronger front-seat tracks for improved safety. 
New stronger seat-belt anchorages for improved safety. 


New ‘‘Auto-Loc” retractable front and rear outer seat 
belts with push-button release. Also, automatic, visi- 
ble and audible device to warn if either occupied out- 
board front seat belt is not fastened. Federal regula- 
tions require for all cars by January 1, 1972 (our effec- 
tive point). Also, all new belts will be Black, instead 
of color-keyed, starting January 1, 1972. Present belts 
will also be Black by about November 15, 1971. 


New quiet-tone (less harsh) for ignition-key warning 
buzzer (and headlights-on warning buzzer, part of 
optional Light Group). 


Low-Fuel Warning Light dropped from optional Light 
Group due to variable accuracy. 


Cold-Start Package (55-amp. alternator and 70-amp. 
battery) cancelled. 70-amp. battery continues op- 
tional. 37-amp. alternator standard. 55-amp. alternator 
standard with air conditioning. 


New single-line whitewalls replace twin-line white- 
walls for optional ‘‘78” aspect-ratio tires. Single-line 
used in 1971 on 6.00x13 and 6.45x14. 


Revised front-door locking system. Push button down 
and close door . . . door automatically locks; also, for 
Hornet. Replaces pre-set impulse locking system 
(requires flip of handle) which continues for Javelin, 
Matador and Ambassador. 


New AM dealer accessory... snap-in-place ‘‘tonneau”’ 
cover over cargo space keeps spare tire and luggage 
out of sight. 
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1972 Gremlin Dimensions 


Wheelbase 96.00 Passenger Seating Four 
Length 161.25 Head Room, Front 38.00 
Width 70.58 Rear 36.40 
Height, 6 Cyl. (6.00x13 tires) 51.80 Leg Room, Front 41.05 
6 Cyl. (6.45x14 tires) 52.40 Rear 29.00 
V-8 (6.95x14 tires) 52.60 Shoulder Room, Front 54.88 
Overhang, Front 33.25 Rear 52.96 
Rear 32.00 Hiproom, Front 54.88 
Tread, 6-cyl., Front 57.46 Rear 52.96 
Rear 57.00 Trunk Luggage Vol., Cu. Ft. 6.0 (C) 
V-8, Front 57.24 Fuel Tank, Gallons 21 
Rear 56.60 Brake Dia./Sq. In., 6-Cyl. 9”/153 Sq. In. 
Tire Size, 6-cyl., Std. 6.00x13 V-8 10”/167 Sq. In. 
6.45x14 (A) (A) Included with air conditioning. 
B78x14 (B) Standard with Gremlin X. 
D70x14 (B) (C) Volume behind rear seat with regular spare tire. 
6.95x14 8.0 Cu. Ft. with Opt. Space-Saver Spare (avail. 
C78x14 with opt. 14” tires). Space-Saver Spare included 
D78x14 with opt. D70x14 tires and Spoke-Style wheels. 
‘ D70x14 (B) Space-Saver Spare standard with Gremlin X (D70x 
Turning Circle, Dia. 32’8” 14 tires and Slot-Style wheels). 
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To boost Gremlin sales this Spring, a spe- 
cially-priced Gremlin “Air-Conditioned Special” 
model will be offered for a limited time at only 
$2,199. ADP. 


This special Gremlin model will be the lowest- 
priced car in the industry with factory-installed 
air conditioning. 


Production will occur during February and 
March, and the two-month program will be sup- 
ported with newspaper and radio advertising 
plus merchandising materials scheduled to ar- 
rive well in advance of the April 1 announce- 
ment date. 


The present factory-installed All-Season Air 
Conditioning System is included in the Gremlin 
“Air-Conditioned Special’? model price of 
$2,199.00 ADP/$1,958.50 TDI. This represents 
a flat price addition of only $200. (ADP/TDB), 
for air conditioning over-and-above the base 
model price. Normally, air conditioning is priced 
at $377.45 ADP/$313.30 TDB. 


Furthermore, for only $100. more (ADP/TDB), 
the “Air-Conditioned Special’ model can be 
ordered with a “Special A/C Equipment Pack- 
age” containing Power Steering, Tinted Glass 
(all windows) and Insulation Group (under-coat- 
ing and hood insulation). Normally, air condi- 
tioning with this package is priced at $472.95 
ADP/$392.55 TDB, as compared to the special 
ADP/TDB price of $200 for the A/C system plus 
$100 for the equipment package for a total 
of $300. 
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1972 Gremlin “Air-Conditioned Special’? Model 


Remember, air-conditioned Gremlins have 
additional built-in features, as follows: 


Instrument Panel Parcei Shelf with Two 
Air Outlets (for A/C, heat or vent). High- 
Level Air Outlet above radio (for A/C, heat 
or vent). Heavy-Duty Engine Cooling Sys- 
tem (H-D Radiator, Power-Flex Fan and 
Fan Shroud). 55-Amp. Alternator (in place 
of standard 37-Amp. Alternator). (note... 
50-Amp. Battery is standard, less or with 
A/C, on Gremlins). 6.45 x 14 Black Tires 
for 6’s (in place of standard 6.00 x 13 Black 
Tires). Higher-Rate Front Springs and 
Shock Absorbers. 2.73:1 Rear Axle Ratio 
in place of 2.37:1 to enhance performance 
of the 232 CID Six with Torque-Command 
Automatic Transmission (all other axle 
ratio offerings continue as is). 


All other regular-production options, which 
are not in conflict with the product content, will 
be available with this new model, including ‘‘X”’ 
package, the 304 CID V-8 engine package, etc. 


The reverse side of this page compares the 
extremely favorable price position of the ‘‘Air- 
Conditioned Special’? model against regular 
A/C equipped Gremlins. No matter how it is 
figured, the ‘‘Air-Conditioned Special’ model 
represents a terrific value .. . the lowest-priced 
car in the industry with factory-installed air con- 
ditioning . . . designed to gain floor traffic and 
boost Gremlin sales this Spring. 


Product Information Dept., Issued Jan. 7, 1972, Page A-19 




















Base Model 


Air Conditioning System 
Includes H.D. Engine Cooling, 
55-Amp. Alternator 

& 6.45 x 14 BSW Tires 


SUB TOTAL 


“Air-Conditioned Special” 
SAVINGS 


Air Conditioning Package 
Includes A/C System (see above), 
Power Steering, Tinted 

Glass (all) & Insulation Group 


Special A/C Equipment Package 
Includes Power Steering, 
Tinted Glass (all) & Insulation Group 


Power Steering 
Tinted Glass (all) 


Insulation Group 
(Undercoating & Hood Insulation) 


Fully Equipped with 
A/C System, Power 
Steering, Tinted Glass 
(all) & Insuiation Group 


“fhir-Conditioned Special” 
Model Fully Equipped 


SAVINGS 





Gremlin 
with Air Conditioning 
(NOT “‘Special’’) 





——. 
TDI ADP 
1758.50 1999.00 
S13:50 377.45 
2071.80 | 2376.45 
—1958.50 —2199.00 





(included below) 


(included below) 


99.20 


36.85 


2170 






2202.80 2534.20 


—2058.50 —2299.00 


Gremlin 
with Air Cond. Package 
(NOT “‘Special’’) 





TDI ADP 
1758.50 1999.00 


(included below) 





(included above) 


(included above) 


(included above) 


(included above) 







2151.05 2471.95 


—2058.50 —2299.00 


1972 Gremlin “Air-Conditioned Special” Model . . . Price Comparison 


Gremlin 
“Air-Conditioned 
Special’ Model 





TDI ADP 
1958.50 2199.00 


(included above @ $200.) 


1958.50 2199.00 


(included below) 


100.00 100.00 


(included above) 


(included above) 


(included above) 


2058.50 2299.00 














PLEATED VINYL. 
Custom Interior for 
Bench or Bucket Seats. 


OPTIONAL “WELLINGTON” 


Standard Interior for 
Bench Seats. 


1972 GREMLIN...In Production March 6, 1972 
EMBOSSED VINYL. 
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~ Insert between Gremlin pages A-6 and A-7 


1972 GREMLIN 
New White Vinyl 
Seat Upholstery 
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HORNET SST 


'72 Hornet SST 2-Door Sedan in Grasshopper Green with standard pin stripe and moldings. Wheel covers are optional. 





- 


'72 Hornet SST 4-Door Sedan in Jetset Blue with standard pin stripe and moldings. Optional Blue vinyl roof, bumper 
guards and custom wheel covers are shown. 





HORNET SST 


with “X” & “Rallye” Packages 


’72 Hornet SST 2-Door Sedan in Canary Yellow with optional ‘‘X’’ package, plus black vinyl roof, D70 white-lettered 
tires and bumper guards. A ‘‘Rallye” package option includes bucket seats and a host of performance items. 











HORNET SPORTABOUT 








Top: '72 Sportabout in Skyway Blue with optional ‘X” package .. . rally stripes, slot-style wheels, C78 black tires, wide 


rocker-panel moldings, sport steering wheel plus ‘*X"’ emblems. Roof rack with air deflector is optional. ‘‘X’’ package is 
not available with “D/L” or “Gucci” packages. 





Left: '72 Sportabout in Butterscotch Gold with optional “D/L” package . . . color-keyed woodgrain side and rear panels 
(rear is reflective), roof rack with air deflector, custom wheel covers, individual reclining seats with ‘‘Scorpio” fabric trim 
(or vinyl) plus “D/L” emblems. “D/L” package is not available with ‘X” or “Gucci” packages. 


Bottom: '72 Sportabout in Hunter Green with standard pin stripes and moldings. Turbo-Disc wheel covers are optional. 


Available with optional “Gucci” interior trim package, woodgrain side panels (not rear), and roof rack with air deflector. 
“Gucci” package is not available with ‘‘X” or “D/L” packages. 


Note: All Sportabouts feature fully-carpeted interiors, a lockable hidden compartment and a ‘‘Space-Saver” spare tire. 
Sun roof, bumper guards and whitewalls are optional on all Sportabouts. 





HORNET 


SEATS 


'72 Hornet SST 4-Door Sedan, showing standard “Leo” fabric-and-vinyl-trimmed bench seat. 
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HORNET 


SEATS 


4 


4 


'72 Hornet with optional individual reclining seats (included in “D/L” and ‘‘Gucci” packages) trimmed in perforated vinyl. 
Sports steering wheel, optional (included in ‘‘X” and “‘Rallye’’ packages). 
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HORNET SPORTABOUT 


“GUCCI” INTERIOR 


Special ‘Gucci’ interior for ’72 Sportabout features unique buff-and-red accented green vinyl trim on seats, door 
panels, visors, and headliner (except sun roof). Individual reclining seats are included. The ‘‘Gucci”’ emblem appears on 
front fenders and inner door panels. Sports steering wheel is optional. 
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HORNET 


OPTIONS 








Rubber-padded bumper guards, available front and rear, Decklid Luggage Rack, available on 2- and 4-door 
or front only on '72 Hornets. Hornet Sedans in ‘72. 
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'72 Hornet instrument panel with optional sports steering wheel (in place of standard custom wheel), and push-button 
AM or AM/FM radios. Handy package shelf, standard. High-level ventilation included with air conditioning. 


See “Options” section for complete list of options. B-7 








Vinyl (Pleated) 
‘Wellington’ 
Optional 
Rallye Package 
(Incl. Buckets) 


T 


Issued May 24, 1971 (Subject to Change) faremmccsncnnty 
i 1 Jan. 17, 197 erforated Viny 
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1972 HORNET SST (SEDANS)) TM | suntia | stWizom | cil on. 
SPORTABOUT (WAGON) ae 4 


SEAT, TRIM & COLOR AVAILABILITY 


Perf. Vinyl 
‘Gucci’ Opt. 





Trim 
Colors 


White Seats! 
| Black Int. 

White Seats 

Black Int. 





Front Seat Type __ ‘T’ Codes 
Bench Seat, Split Back—Standard 
2-Door Sedan Individual Reclining Seats—Optional 











Bucket Seats—Included with Optional Rallye Package _ 
Bench Seat, Full Back—Standard 








Individual Reclining Seats—Optional 
_ Bench Seat, Full Back—Standard (NA “‘D/L" & “Gucci’’) 





Individual Reclining Seats—Optional (Incl. “D/L” & “Gucci"’) 


14 Exterior Colors, Standard Rally Stripe for 
i Wagon & 2-Dr. Sedan 


13 Two-Tones, Optional with Opt. “X’’ Package 


on Sedans —— 


Woodgrain Side Panels Opt. 
on Wagon (less stripes) 
Woodgrain Side & Rear Panels 
incl. with “D/L” (less stripes) 
Snow White 
Stardust Silver, Metallic 
| Skyway Blue (Light) 


Jetset Blue, Metallic (Medium) 
‘Surfside Turquoise z ; Sa 
“Grasshopper Green, Metallic (Medium) 
Hunter Green, Metallic (Dark). Se 
Jolly Green (Bright) = 
Yuca Tan, Metallic 

Baja Bronze, Metallic 

Butterscotch Gold 

Canary Yellow 

Trans-Am Red 

Wild Plum, Metallic 


TWO-TONES: Optional on Sedans, only with Snow White (Al) in combination with any other listed color. 
VINYL ROOF: Optional on Sedans (less optional Sun Roof). “Baja” grain vinyl-covered roof, as follows: 

Those without numbers are available with Black or White. 

Those marked “1” are available with Black, White or Blue. 

Those marked “2” are available with Black, White or Green. 

Those marked “3” are available with Black, White or Brown. 

Those marked ‘‘4” are available with Black, White, Green or Brown. 

Those marked “5” are available with Black, White, Green, Brown or Blue. 


HM Combination Cancelled from Production, March 6, 1972. 


In Production 
March 6, 1972 
In Production 
March 6, 1972 


Body Color 
Code Number 
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Standard Bench Seats ) Standard Bench Sent 


(4-door) with fabric trim : Seat 
(vinyl trim standard in Sportabout). (2-door) with fabric trim. 
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Optional Individual 
Reclining Seats with 


custom''Scorpio” fabric trim. : a +d, 
Optional Individual Reclining 


B-8 Seats with vinyl trim. 
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sters (Not Avail. on Sportabout) ae = & hale 


1972 HORNET SST 1 
Sedans & Sportabout 

New White Vinyl 

Seat Upholstery : 


Please Turn Over ‘ “ 4 . # ‘ 


43-A or-C BLUE 44-A or -C GREEN 


-ED UGANDA” PERFORATED VINYL 
ilsters (Std. on Sportabout) 





Insert between Hornet 
pages B-8 and B-9 

in 1972 Data/Color/ 
Upholstery Book 





41-Bor-D BLACK 43-B or -D BLUE 44-B or-D GREEN 


OPTIONAL “SCORPIO” CUSTOM FABRIC 


d-Vinw!l Bolsters 


bebe een 


46-V TAN 





41-V BLACK 43-V BLUE 44-V GREEN 
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Issued May 24, 1971 (Subject to Change) ? se Vinyl (Pleated) 
Perforated Vinyl S ‘Wellington’ 

Revised July 2, 1971, August 6, 1971, Jan. 17, 1972 a ‘Striped Uganda’ Fabric 35 R jostina 

1972 HORNET SST (SEDANS) Tr 52 Tne oes 


im ‘Leo’ Optiona ‘Scorpio’ 
Standard (Std. Wagon) Cuctam Ant 
— ve poe 8 





SPORTABOUT (WAGON) 


SEAT, TRIM & COLOR AVAILABILITY 


- FrontSeat Type ‘T’ Codes [ 1972 HORNET SST 
Bench Seat, Split Back—Standard 7 Sedans & Sportabout 
2-Door Sedan Individual Reclining Seats—Optional In Production March 6, 1972 


Trim 
Colors 


White Seats’ 
Black Int. 











Bucket Seats—Included with Optional Rallye Package OPT. “UGANDA” 
Bench Seat, Full Raph Steniatd | PERFORATED VINYL. 
Individual Reclining Seats—Optional Std. on Sportabout. 
Bench Seat, Full Back—Standard (NA =D/e & “Gucci’’) 
Individual Reclining Seats—Optional (Incl. “D/L” & “Gucci’’) 























14 Exterior Colors, Standard i Rally Stripe for 
. 4 Wagon & 2-Dr. Sedan a 
13 Two-Tones, Optional . | with Opt. “X" Package ss 
$| on Sedans =) a on 
5 5) 
35 Woodgrain Side Panels Opt. Es 
me on Wagon (less stripes) <3 
38 | Woodgrain Side & Rear Panels : 
ao incl. with “D/L” (less stripes) ia & 
Snow White wu | 5 agn 
Stardust Silver, Metallic Cekee ee ow ; 
. . 








Skyway Blue (Light) : 

Jetset Blue, Metallic (Medium) 

Surfside Turquoise 4 
Grasshopper Green, Metallic (Medium) _ 
Hunter Green, Metallic (Dark) 

Jolly Green (Bright) 

Yuca Tan, Metallic 

Baja Bronze, Metallic 

Butterscotch Gold 

es 48-B or -S WHITE (seats only) 


T 
Trans-Am Red : P Balance in Black 
Wild Plum, Metallic See Availability Chart 


TWO-TONES: Optional on Sedans, only with Snow White (Al) in combination with any other listed color. 
VINYL ROOF: Optional on Sedans (less optional Sun Roof). “Baja” grain vinyl-covered roof, as follows: 

Those without numbers are available with Black or White. 

Those marked ‘‘1"’ are available with Black, White or Blue. 

Those marked ‘2” are available with Black, White or Green. 

Those marked “3” are available with Black, White or Brown. 

Those marked “4” are available with Black, White, Green or Brown. 

Those marked “5” are available with Black, White, Green, Brown or Blue. 


HM Combination Cancelled from Production, March 6, 1972. 
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Standard Bench Seats 
(4-door) with fabric trim / Standard Bench Seats 
(2-door) with fabric trim. 


(vinyl trim standard in Sportabout). 


Optional Individual 
Reclining Seats with 


custom"'Scorpio”’ fabric trim. a 43 
Optional Individual Reclining 


B-8 Seats with vinyl trim. 





STANDARD “LEO” FABRIC HOR N a 


with Grained-Vinyl Bolsters (Not Avail. on Sportabout) (less Gucci & Rallye) _ 















hi ‘ na 
n \ 


ote te (hak a hak 
41-Aor-C BLACK 43-A or-C BLUE 44-A or -C GREEN 46-Aor-C TAN 
OPTIONAL “STRIPED UGANDA” PERFORATED VINYL 


with Gr ined-Vinvl Bolsters (Std. on Sportabout) 


Pere Te 


41-Bor-D BLACK 43-B or -D BLUE 44-Bor-D GREEN 


OPTIONAL “SCORPIO” CUSTOM FABRIC 


with Grained.-Vinul Bolsters 


sical 


41-V BLACK 43-V BLUE 44-V GREEN 46-V TAN 
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An Exclusive Interior Trim Package Designed 
By Gucci For Your Fashion-Conscious Buyers! 


Recent marketing studies show us that the buyer of the '70's has become more 
sophisticated and fashion-conscious. For this reason, American Motors com- 
missioned Dr. Aldo Gucci, a world-famous Italian fashion designer, to create a 
special interior trim package for the 1972 Hornet Sportabout Wagon. Dr. 
Gucci's designs in leather are expressed in shoes, belts, luggage and other 
accessories for men and women and sold through his own stores and high 
fashion outlets around the world. 


Working with American Motors’ Styling Staff, Gucci has designed an exclusive ' 


interior trim package that promises to give a prestigious appearance to an 
already uniquely styled vehicle. A special vehicle with high traffic potential. 


The “Gucci” Sportabout Trim Package (see photo) includes top-grain per- 
‘orated-vinyl seats (individual reclining), door panels, sun visors, a headliner 
Jesign (plain headliner with optional Sun Roof), and wider rocker-panel 
noldings. The famous Gucci Crest appears on the door panels, the front 
fender panels, and as part of the headliner design. It all adds up to the most 
exciting innovation in automotive interior design ever offered to the American 
public. And it is available for your showroom. 


The Gucci’ custom interior (44W) is avail- 
able only onthe Hornet Sportabout Wagon. 
Exterior color selection is keyed to Snow 
White, Hunter Green, Grasshopper Green, 
and Yuca Tan. Other optional equipment, 
such as woodgrain, may be ordered as 


desired. 





ale 


UCCI 
riginal 





Exclusively 
For American Motors 


Issued May 24, 1971 (Subject to Change) caitieatabanct 
Revised July 2, 1971, A t 6, 1971, Jan. 17, 1972 erforated Viny 
pai al ‘Striped Uganda’ Fabric 


1972 HORNET SST (SEDANS) standard (sta. Wagon) Guster One 
SPORTABOUT (WAGON) “Trim aps oa. 
SEAT, TRIM & COLOR AVAILABILITY Colors 


Vinyl (Pleated) 
‘Wellington’ 
Optional 
Rallye Package 
(Incl. Buckets) 


Perf. Vinyl 
‘Gucci’ Opt. 





7 


White Seats 
Black/Red 
Tan/Buff 

| White Seats 
Black Int. 





Models | Front Seat Type | *T’ Codes 
Bench Seat, Split Back—Standard 
2-Door Sedan | Individual Reclining Seats—Optional 
~ Bucket Seats—Included with Optional Rallye Package 
Bench Seat, Full Back—Standard 
j Individual Reclining Seats—Optional 


Bench Seat, Full Back—Standard (NA “D/L" & “Gucci’’) 


Individual Reclining Seats—Optional (Incl. “D/L” & “Gucci’’) 


> 
an 
T 
> 
a 














14 Exterior Colors, Standard Rally Stripe for 


: Wagon & 2-Dr. 
13 Two-Tones, Optional with Opt aX Pochne 





on Sedans 


Woodgrain Side Panels Opt. 
on Wagon (less stripes) 

Woodgrain Side & Rear Panels 
incl. with “D/L” (less stripes) 


Snow White 

Stardust Silver, Metallic 
“Skyway Blue (Light) 
Jetset Blue, Metallic (Medium) 
Surfside Turquoise —_ 


Grasshopper Green, Metallic (Medium) 


Hunter Green, Metallic (Dark) 


_Jolly Green (Bright) 
Yuca Tan, Metallic 2 
Baja Bronze, Metallic 


Butterscotch Gold 
Canary Yellow 
Trans-Am Red 


Wild Plum, Metallic 


Body Color 

Code Number 
In Production 
March 6, 1972 
In Production 
March 6, 1972 














|@] Gold 








- 














jee 
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TWO-TONES: Optional on Sedans, only with Snow White (Al) in combination with any other listed color. 
VINYL ROOF: Optional on Sedans (less optional Sun Roof). “Baja” grain vinyl-covered roof, as follows: 

Those without numbers are available with Black or White. 

Those marked “1” are available with Black, White or Blue. 

Those marked ‘2"’ are available with Black, White or Green. 

Those marked “3” are available with Black, White or Brown. 

Those marked “4” are available with Black, White, Green or Brown. 

Those marked “5” are available with Black, White, Green, Brown or Blue. 


HB Combination Cancelled from Production, March 6, 1972. 





Individual Reclining Seats with 
optional “Gucci” interior trim 
package (Green vinyl with Buff and Red accent). 


Bucket Seats with 
pleated-vinyl trim included 
in optional Hornet “Rallye’’ Package. 


HORNET 


Gucci & Rallye 


1972 HORNET “RALLYE” 
New White Vinyl 
Seat Upholstery 


Please Turn Over 


Insert between Hornet 
pages B-12 and B-13 rN , 
Looe opt.in Sportabout 





“WELLINGTON” PLEATED VINYL 
For Bucket Seats included with “Rallye”’ Package. 








41-S BLACK 43-S BLUE 45-S BLACK/RED 46-S TAN/BUFF 


Issued May 24, 1971 (Subject to Change) 
Revised July 2, 1971, August 6, 1971, Jan. 17, 1972 


1972 HORNET SST (SEDANS) Lida 


Perforated ay, 
ar al 1972 HORNET “RALLYE” 


(Std. Wagon) In Production March 6, 1972 





SPORTABOUT (WAGON) rn 


SEAT, TRIM & COLOR AVAILABILITY Colors 


“WELLINGTON” 
PLEATED VINYL. 
For Bucket Seats 


White Seats 
Black Int. 





Models — Front Seat Type ‘| *T’ Codes" 


with “Rallye” Package. 





2-Door Sedan 





A DoonSedan Bench Seat, Full Back—Standard 





~ Individual Reclining Seats—Optional 


Bench Seat, Full Back—Standard (NA “D/L” & “Gucci’’) 
4-Door Wagon - ——— = 








Individual Reclining Seats—Optional (Incl. “D/L” & “Gucci”) 


14 Exterior Colors, Standard Rally Stripe for 
7 Wagon & 2-Dr. Sedan 
13 Two-Tones, Optional with Opt. “X” Package 


on Sedans = la 
Woodgrain Side Panels Opt. 

on Wagon (less stripes) 
Woodgrain Side & Rear Panels 

incl. with “D/L” (less stripes) 


Snow White 


Body Color 
Code Number 


In Production 
March 6, 1972 











Stardust Silver, Metallic 





Skyway Blue (Light) 





@,@ @ @)/ Blue 


Jetset Blue, Metallic (Medium) 





t 


Surfside Turquoise el 


4 








Grasshopper Green, Metallic (Medium) 





Hunter Green, Metallic (Dark) 


48-S WHITE (seats only) 





Jolly Green (Bright) 





Balance in Black 
See Availability Chart 





“Yuca Tan, Metalic 





+ 


Baja Bronze, Metallic 


Butterscotch Gold 


_Canary Yellow : 
Trans-Am Red 


Wild Plum, Metallic 


- 
- 
| 





+ 
| 
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7—+ 














Those without numbers are available with Black or White. 

Those marked “1” are available with Black, White or Blue. 

Those marked “2” are available with Black, White or Green. 

Those marked ‘3’ are available with Black, White or Brown. 

Those marked ‘‘4” are available with Black, White, Green or Brown. 


Those marked “5” are available with Black, White, Green, Brown or Blue. 


HB Combination Cancelled from Production, March 6, 1972. 





























TWO-TONES: Optional on Sedans, only with Snow White (Al) in combination with any other listed color. 
VINYL ROOF: Optional on Sedans (less optional Sun Roof). “Baja” grain vinyl-covered roof, as follows: 


eeeae@eeanaena EGie ele 














Bucket Seats with 
pleated-vinyl trim included 
in optional Hornet ‘‘Rallye’’ Package. 


Individual Reclining Seats with 
optional “Gucci” interior trim 
package (Green vinyl! with Buff and Red accent). 


HORNET 


Gucci & Rallye 


44-W “GUCCI” 
GREEN VINYL 
opt.in Sportabout 


“WELLINGTON” PLEATED VINYL 
For Bucket Seats included with ‘Rallye’ Package. 


43-S BLUE 45-S BLACK/RED 46-S TAN/BUFF 





HORNET SST 


2-Door Sedan, Model 7206-7, 
with 'X” Package 


HORNET SPORTABOUT 


4-Door Station Wagon, Model 7208-7, 4-Door Station Wagon, Model 7208-7, 
with “D/L” Package with “Gucci” Package (interior) and Sun Roof 


4-Door Station Wagon, Model 7208-7, 
with 'X” Package 
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1972 
HORNET 


A. 


American 
Motors 














L 


1972 Hornet SST 4-Door Sedan with standard drip, wheel-opening and slim 
rocker panel moldings, optional vinyl roof, wheel covers and bumper guards. 
Restyled wrap-around taillights are more visible from side. 


1972 HORNET MODEL and ENGINE AVAILABILITY 





Total Hornet model count reduced to 3 8 “Power Teams”... 4 Engines... 
(was 6) 3 Transmissions 
Base (6) 2-Door Sedan...\ Discontinued and 232-1B Six...3-Speed Manual, 2-3 Synchromesh 
4-Door Sedan... | replaced by SST (column) not with “Rallye” pkg. 
with new price 3-Speed Manual, Full-Synchromesh 
action. (floor) only with ‘Rallye’ pkg. 


SST (6 & V-8) 2-Door Sedan “Torque-Command” (column) also 
4-Door Sedan available with ‘‘Rallye”’ pkg. 


4-Door Sedan/Wagon ‘‘Sportabout”’ 258-1B Six. ..3-Speed Manual, Full-Synchromesh 
(floor) also with “Rallye” pkg. 





SC/360 2-Door Sedan... Dropped 

é “Dye a “Torque-Command” (column) also 
Revised ‘‘D/L”’, new “Gucci” and new ‘‘X”’ packages available with “Rallye” pkg. 
optional on Sportabout. 

: oe 304-2B V-8...3-Speed Manual, Full-Synchromesh 

New separate option of woodgrain side panels for (floor) only with “Rallye” pkg. 
Sportabout. Woodgrain side and rear panels continue “Torque-Command” (column) also 
in "D/L" package. available with “Rallye” pkg. 
Sun Roof optional on 2-Door Sedan and Sportabout. 360-2B V-8...‘‘Torque-Command” (column) not 
New “X’’ package optional on 2-Door Sedan (pro- available with “Rallye” pkg. 


duction about Sept. 15, 1971). 


New “Rallye” package optional on 2-Door Sedan in- 
cludes Bucket Seats (production about Oct. 1). 









1972 
HORNET 


vi 


American 
Motors 


New minor exterior trim and ornamentation... 


Front: New two-less silver lines on molded plastic 
grille (was aluminum). 


Side: New wider rocker-panel molding for Sportabout 
“Gucci” and ‘'X’’. Present narrow rocker-panel 
molding continues standard on SST sedans 
and standard Sportabouts. Wheel-opening 
molding continues standard. New wide or pres- 
ent narrow rocker-panel molding not used on 
Sportabout with woodgrain. 


New optional wheel covers (same hub caps 
standard). 


Present optional custom wheel covers continue 
(standard with ‘“‘D/L’’). 


New optional Turbo-Disc (replaces Turbo- 
Cast). Wire wheel covers cancelled. 


Present 14” x 6” spoke-style wheels continue 
optional. 


Present 14” x 6” slot-style wheels included in 
new “X” packages. 


New separate option of woodgrain side panels 
for Sportabout (continues in revised “D/L” 
package, plus rear woodgrain panel). 


New optional Sportabout ‘“X’’ package con- 
sists of rally stripes, slot-style wheels, C78x14 
black tires, sports steering wheel, wider rocker- 
panel molding, plus ‘'X’’ emblem under ‘‘Sport- 
about” on rear pillars. Not offered with wood- 
grain. 





New optional ‘‘X” package for 2-door sedan 
consists of rally stripes, slot-style wheels, C78x 
14 black tires, sports steering wheel, plus ‘‘X”’ 


| emblem under ‘‘Hornet’’ on front fenders. 
B-16 


















1972 Hornet Sportabout Wagon, showing optional ‘‘Gucci”’ trim, which includes 
special fender emblem, wider rocker panel moldings and special 3-tone in- 
terior trim. Separate options , also shown are sun roof, wheel covers and 
bumper guards. 


EXTERIOR 


New optional “Rallye’’ package for 2-door 
sedan consists of pleated vinyl bucket seats 
(same 4 colors as in Gremlin ‘'X’’), manual disc 
brakes, handling package, 20:1 quick-ratio 
manual steering (in place of standard 24:1 ra- 
tio), full-synchromesh 3-speed manual trans- 
mission with floor shift, 3-spoke sports steering 
wheel (15”) and ‘‘Rallye’”’ emblem on rear fen- 
ders. ‘Rallye’ package is available with ‘'X’’ 
package, however ‘‘Rallye X’’ appears on rear 
fenders (no ‘‘X”’ on front fenders). 


Hornet ‘‘bug’” ornaments on front fenders are 
deleted. 


304 and 360 V-8 emblems on rear fenders are 
deleted. 


Rear: New wrap-around taillights. 


New aluminum overall panel (color-keyed 
woodgrain panel with rear-light-reflecting fea- 
ture for Sportabout “D/L” with woodgrain). 


New, livelier exterior colors, 14 offered (9 new, 2-1971, 
3-1971 2). 4 for “Gucci”. Optional 2-tone paint for 
sedans limited to Snow White roofs only (was also 
Black). 


New Brown vinyl-roof, optional on sedans, Addition 
to Black, White plus new hues of Blue and Green. All 
have new ‘‘Baja”’ grain pattern. 


New shape for standard outside rear-view mirror. 


New thru-grille hood-lock release replaces less-con- 
venient, under-bumper location (see INTERIOR for 
optional inside hood-lock release). 


New factory-installed radio antenna retracts down to 
3” (was 22”). Factory installation of antenna (was 
dealer installed) permits ‘‘tuning” of radio with anten- 
na. Prevents breakage at automatic car wash. 

















1972 
HORNET 


A. 


American 
Motors 











1972 Hornet Sportabout Wagon, showing optional ‘‘D/L” Package, which in- 
cludes woodgrain trim (sides and rear), roof rack with integral tailgate air 
deflector, custom wheel covers, and ‘‘D/L” decal, on exterior, plus many 
interior features. 


1972 HORNET EXTERIOR FEATURES COMPARISON 











SST SPORTABOUT SST SPORTABOUT 
FEATURE SEDANS WAGON FEATURE SEDANS WAGON 
Front Fender Nameplate Woodgrain Side Panels, 
“Hornet” Std Std Color Keyed - Opt (D) 
Corporate Logo on Deck Hub Caps Std Std 
Lower Panel Std Std Wheel Covers 
Deck Lower Panel — Standard Type Opt Opt 
Nameplate “Hornet” Std Std —Custom Type Opt Opt (D) 
Deck Lower Panel and —Turbo-Disc Type Opt Opt 
Overlay Std Std (A) 
2 Spoke-Style Wheels, 
Gas Cap—Chrome V-8 (14”x6”) Opt Opt 
(Hornet ‘‘Bug’’) Std Std 
: ; Slot-Style Wheels, 
Paint Accent Stripe— V-8 (14"x6") Opt (C) Opt (C) 
— Single Std Std (B) ; 
; Reveal Molding 
Rally Stripe GRP (C) GRP (C) —Windshield and Rear 
“C’’-Pillar Belt Molding Window (Chrome) Std Std 
(With Vinyl Roof and —Quarter Window 
2-Tone Paint) Opt NA (Paint) Std = 
“C” Pillar Ornament— Flip-Open Rear Side 
SST Plaque for Sedans, Window Opt (2-Dr.) & 
Sportabout Nameplate : 
for Wagon Std Std Luggage Rack— Trunk Lid Opt — 
Molding Body Side (Rub RpChBach Waa 
Rail)... . Not Available on CAEN Teer ISTO = ern) 
Sportabout if with Sun Roof (NA with Opt. 
Woodgrain Opt Opt Vinyl Roof) Opt (2-Dr.) Opt 
Rocker Panel Moldings, (A) Woodgrain on “D/L”, including woodgrain side 
Slim Std Std Model panels. 
Wide NA X & Gucci (B) Less stripe on Sportabout if with woodgrain. 
None - W/Wood (C) Included in ‘‘X’’ package (plus sports steering 
Wheel Opening Moldings Std Std wheel for Sportabout and 2-Dr. Sedan). 
Drip Moldings Std Std (D) oni in “D/L” package, plus rear woodgrain 
panel. 
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1972 
HORNET 





A. 


American 
Motors 





trim on seats and door panels, plus special trim for visors and headliner (plain 
headliner with sun roof). 


INTERIOR 


New, livelier interior colors and trims. Black, Blue, 
Green, and Tan. With new ‘‘Rallye’ package for 2- 
door sedan, vinyl bucket seats are Black, Blue, Tan 
and Black/Red. 


New special Green (with Buff and Red accents) vinyl 
interior trim option for Sportabout by ‘‘Gucci”’ on 
seats, door panels and headliner (famous Italian de- 
signer of ladies accessories). Gucci crest on inside 
door panels and on front fenders. Exterior has wide 
rocker-panel molding (not with woodgrain). 


Revised front seat shape and location for greater 
seat-to-steering-wheel and head room. 


New trim details for instrument panel to improve ap- 
pearance. 


Woodgrain instrument cluster trim and woodgrain 
steering wheel deleted from D/L Package. 


New under-instrument-panel inside hood-lock re- 
lease, in optional Visibility Group. Helps prevent theft. 


New “‘ball-and-socket” air outlets in package tray for 
A/C-equipped models improves appearance and di- 
rectional air control. High-level air outlet only 
with A/C. 


New higher-gloss finish and ‘‘soft-feel’’ material for 
steering wheels improves appearance and feel. Late- 
Oct. production. 


New (’71 ¥2) 3-spoke 15” sports steering wheel optional. 
2-spoke 16” x 152” custom wheel standard. Sports 
steering wheel included in new ‘X” and “Rallye” 
packages. 





1972 Hornet instrument panel layout features optional sports steering wheel-and air-conditioning with new ball-and- 
socket air outlets on the package tray. 


B-18 





1972 
HORNET 


yi 


American 
Motors 


“Infinitely-Variable” individually-adjustable reclining seats, optional, with 


fabric or vinyl trim. 


INTERIOR 


New ‘‘Adjust-O-Tilt’’ steering-column optional with 
automatic transmission (previously only for Javelin, 
Matador and Ambassador). 


New higher-gloss paint finish on interior upper-door 
panels improves appearance. 


New higher-quality AM push-button radio, optional 
(same as Javelin). 


New AM/FM push-button radio (monaural, optional). 
October 1 production. 


New bonded-to-windshield inside rear-view mirror 
improves appearance and visibility. Also eliminates 
loose-mirror problem and screw adjustment. Early 
running change. 


New ‘Polyclad”’ fiber/foam headliner for sedans im- 
proves appearance (like Gremlin). Sportabout con- 
tinues with molded fiber-glass. 


New Removable Stowage/Litter Pouch for both front 
doors, optional 


New urethane-foam-backed carpet for Sportabout 
cargo floor eliminates snaps. 


New ‘“‘soft-feel’’ knob for column shift lever and turn 
signal lever. 


Adjust-O-Tilt steering column is a new convenience op- 
tion for Hornets with automatic transmissions, includes 
custom 2-spoke steering wheel (except on ‘‘X’’ Packages 
which retain sports steering wheel). 








1972 
HORNET 


A. 











American 
Motors 
SST SPORTABOUT 

FEATURE SEDANS WAGON 
Cigarette Lighter Std Std 
Hidden Compartment Lock - Std 
Glove Box Lock Std Std 
Glove Box Light GRP GRP 
Parking Brake Warning 
Light GRP GRP 
Steering Wheel 

—Custom (16” x 15%”) Std Std 

— Sports (15”) Opt (A) Opt (A) 
Manual Steering 
Gear Box Ratio— 

Standard 24:1 24:1 

Optional (incl. in 

“Rallye” package) 20:1 20:1 
Clock GRP GRP 
Instrument Panel Glove Color- Color- 
Box Area Keyed Keyed 
Instrument Panel Cluster Color-Keyed with 

Chrome Trim 
Armrests—Front and Rear Std Std 
Individual Reclining 
Seats (Infinitely-Variable) Opt Opt (B) 
Bucket Seats GRP (C) NA 
Floor Covering (Color 
Keyed)— Rubber NA NA 
—Carpet Std Std 


Package Tray—Instrument 
Panel Std 
High-Level Ventilation W/AC 
Door Trim Panel Molding NA 
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1972 Hornet Sportabout with optional “X’”’ Package includes rally stripes, ‘‘X’’ 
emblem, wide rocker panel moldings, slot-style wheels with C78 x 14 black 
tires .. . plus sports steering wheel. 


Std 
W/AC 


D/L& Gucci 


1972 HORNET INTERIOR FEATURES COMPARISON 


SST 
FEATURE SEDANS 
Coat Hooks Std 
Dome Light Door Switches 
—Front Door Std 
Trunk Mat NA 
Space-Saver Spare (D) 
Ashtray —Rear Std 


SPORTABOUT 


WAGON 
Std 


Std 


Std (Carpet) 
Std 


Std 


(A) Included in ‘‘X’’ Package and 2-Dr. Sedan 


“Rallye” Package. 


(B) Included in Sportabout “D/L” and “Gucci” 


packages. 


(C) Available only with ‘‘Rallye’ Package for 2-Door 


Sedan. 


(D) Included with optional styled steel wheels. 

















Removeable storage-litter pouch on both front door 
panels, optional on all models. 

















1972 HORNET ENGINE-TRANSMISSION 


COMBINATIONS 


First figure in box is standard axle ratio; others, optional ratios. 


1972 


























a ENGINE S| V-8 HORNET 
232-1B | 258-1B | 304-2B | 360-2B 
TRANSMISSION tes ae All | Opt. All | OF All | Opt. All Vi 
3-Speed Manual—Standard 3.08 
Column-Shift s 
2-3 Synchromesh S51 det rr feel 
| 3-Speed Manual— Optional 3.087 | 3.08 3.547 
Floor-Shift Sar 3.31 3.15T 
All-Synchromesh 2h 
Torque- Command—Optional 237" 285 2.87 2.87 
Automatic 2° 3.08 3.15 3.15 
Column-Shift 3.08* | 3.31 

















*For all models with air conditioning, and a// wagons, rear axle ratios are 2.73 Std. (3.08 and 3.31 Opt). 
Also for a// California Sedans and Sportabouts (less or with AC), 2.73 Std. (3.08 and 3.31 Opt.) 


+Available only on 2-Door Sedan with “Rallye” Package. 


MECHANICAL 


New ‘Torque - Command” automatic transmission, 
built by Chrysler (‘‘Torque-Flite’’), replaces ‘‘Shift- 
Command”, built by Borg-Warner. Smoother shifts, 
quieter operation and greater durability. Optional, 6 
and V-8 column-shift. 


New option of 360 CID, 2-barrel V-8 engine with only 
column-shift automatic. Balance of engine/transmis- 
sion combinations same as 1971. HP ratings reduced 
(see Sec. F). 


New stamped rocker arms on 6's and V-8's use “‘cy- 
lindrical” bearings (was ‘‘ball/stud’”’ type) for longer 
service life and quieter operation of valve train 
(running change). 

New option of 360 CID, 2-barrel V-8 engine with only 
column-shift automatic. New expanded use of 3- 
speed manual (full-synchromesh) floor-shift transmis- 
sion. As in 1971, all engines run on regular-grade, 
low-lead, or no-lead fuels of 91 octane or higher. 
With no-lead fuel, use regular-grade leaded fuel at 
every 4th tank fill. New net horsepower and torque 
ratings (see Section G). Balance of engine/transmis- 
sion combinations same as 1971. 


New Saginaw power steering pump for V-8’s replaces 
Eaton pump. Better quality and quieter operation. 
Saginaw pump previously for 6’s only. Also, new belt 
tension adjustment with torque wrench assures proper 
tension (V-8 only). 

New ‘‘zero-lash” ball joint for front suspension upper 
pivot gives quieter, smoother operation plus longer 
service life. New 1-piece ball/stud (replaces 2-piece) 
is stronger, seals tighter and retains tolerance longer. 
Late-Sept. production. 

New ‘“‘bayonet”’ (was ‘‘eye”’ type) mounted rear shock 
absorbers for reduced road noise (late running change 
on '71 models). 

New dual-rate rubber bushing for front mount of rear 
spring to prevent clutch chatter and reduce road noise 
with manual-transmission. 

New separate ‘front sway bar’ option for Hornet-6 
(and continues to be included in Handling Package). 
Front sway bar standard on V-8’s. 
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1972 Hornet SST 2-Door Sedan with optional ‘'X’’ Package, which offers ex- 
terior items such as rally stripes, “X’’ emblem, slot-style wheels with C78 x 14 
black tires . . . plus sports steering wheel. A special ‘‘Rallye’”’ Package is also 
available for the 2-door sedan which includes bucket seats plus many per- 
formance items. Deck lid luggage rack and vinyl roof, shown, are separate 
options. 


OTHER DETAILS 


New 2-speed electric windshield wipers and electric 
washers standard, replacing vacuum. Optional Visi- 
bility Group includes variable-speed wipers (also 
separate option). 


New second horn in optional Visibility Group, in addi- 
tion to standard single horn. 


Product content of ‘‘group/package” options revised 
for greater sellability. 


New stronger front-seat tracks for improved safety. 
New stronger seat-belt anchorages for improved safety. 


New ‘‘Auto-Loc” retractable front and rear outer seat 
belts with push-button release. Also, automatic, vis- 
ible and audible device to warn if either occupied 
outboard front seat belt is not fastened. Federal regu- 
lations require for all cars by January 1, 1972 (our 
effective point). Also, all new belts will be Black, in- 
stead of color-keyed, starting January 1, 1972. Present 
belts will also be Black by about November 15, 1971. 


New quiet-tone (less harsh) for ignition-key warning 
buzzer (and headlights—on warning buzzer, part of 
optional Light Group). 


Low-Fuel Warning Light dropped from optional Light 
Group due to variable accuracy. 
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New vent system for fuel tank permits faster filling 
with less “blow back.”’ 


Cold-Start Package (55-amp. alternator and 70-amp 
battery) cancelled. 70-amp. battery continues optional. 
37-amp. alternator standard. 55-amp. alternator stan- 
dard with air conditioning. 


Trunk mat deleted from sedans. 


New single-line whitewalls replace twin-line white- 
walls for optional ‘‘78” aspect-ratio tires. Single-line 
used in 1971 on 6.45x14 and 6.95x14. 


Revised front-door locking system. Push button down 
and close door . . . door automatically locks; also, for 
Gremlin. Replaces pre-set impulse locking system 
(requires flip of handle) which continues for Javelin, 
Matador, and Ambassador. 


Improved operation for ‘‘infinitely-variable” individu- 
ally-adjustable reclining seats, optional (standard 
with “D/L” and “Gucci” packages). Note .. . center 
seat belt not used with this seat for '72. Changes 
passenger count from 5 to 4. 
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1972 HORNET DIMENSIONS 
2- & 4-DOOR 4-DOOR WAGON 2- & 4-DOOR 4-DOOR WAGON 
WHEELBASE SEDANS “SPORTABOUT”’ WHEELBASE SEDANS “SPORTABOUT’’ 
Wheelbase 108.00 108.00 Head Room, Front 38.00 38.00 
Length 179.26 179.26 , Rear 37-00 Sime 
Width 70.58 70.58 Leg Room, Front 41.05 41.05 
: , Rear 36.75 36.75 
Height, 6 Cyl. 52.40 52.90 
, V-8 52.60 52.90 Shoulder Room, Front 54.88 54.88 
, Rear 53.32 53.32 
Overhang, Front 33.25 33.25 
, Rear 38.01 38.01 Hiproom, Front 54.88 54.88 
, Rear 54.40 54.40 
Tread, 6-cyl., Front 57.46 57.46 
, Rear 57.00 57.00 Trunk Luggage Vol., 
V-8, Front 57.24 57.24 Cu. Ft. 11.2 (C) 60.76 (D) 
, Rear 56.60 56.60 Fuel Tank, Gallons 16 16 
Tire Size, 6-cyl., Std. 6.45x14 (A) 6.95x14 Brake Dia./Sq. In., 6-Cyl. 9”/153 9” /153 
nODE 6.95x14 (B) C78x14 , V-8 10”/167 10” /167 
7 ne es ade (A) Not available with Air Conditioning 
, Opt. D78x14 ze (B) Included with Air Conditioning. 
, Opt. D70x14 = (C) 13.2 with Space-Saver Spare (std. with optional 
V-8, Std. 6.95x14 6.95x14 styled-steel wheels for V-8’s). 
: ns ee ee (D) Space-Saver Spare is standard on ‘“‘Sportabout”’. 
Opt. D70x14 D70x14 Plus 3.8 cu. ft. under cargo Were 


Turning Circle Diameter 36’ 36’ 
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JAVELIN SST 





‘72 Javelin SST in Trans-Am Red with optional Gold C-rally stripes (in place of standard pin stripe), and Black vinyl roof. 
Spoke-style wheels (14” x 6”) with E70 x 14 white-lettered tires and bumper guards are optional. 

















JAVELIN AMX 





‘72 Javelin AMX in Jolly Green with standard rear-deck spoiler and optional Black T-stripe on the raised fiber-glass 
hood (T-stripe also in Go” package). In place of standard 14” x 6” slot-style wheels with E70 x 14 Polyglas® tires, the 
optional 15” x 7” slot-style wheels with E60 x 15 Polyglas® tires are shown. Optional side molding (in place of standard 
pin stripe), bumper guards and front spoiler are shown. 
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JAVELIN 


SEATS 


'72 Javelin with optional nylon “Corduroy” fabric-and-vinyl seat trim for SST or AMX (pleated vinyl is standard). Sports 
steering wheel is standard on AMX, optional on SST. 
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JAVELIN 


OPTIONS 








’72 Javelin AMX instrument panel with ‘“engine-turned”’ trim (burled walnut trim for SST). New, more convenient tilt-out 
ashtray and relocated cigarette lighter, standard. Shown are optional Rally-Pac instruments, Stereo Tape Player w/AM 
radio, and floor-mounted Hurst® stick-shift for 4-speed, fully-synchronized transmission (with or less console). Sports 
steering wheel standard on AMX, optional on SST. 
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New international-code symbols on Combination Clock and Tachometer 8-Track Stereo Tape Player includes 
panel controls for clarity are standard. (‘Tick-Tach’’), part of Rally-Pac two rear speakers and manual-type 
Headlights-off delay system is which includes ammeter and oil AM radio. Push-button radios, AM or 
optional. pressure gauges. AM/FM stereo are also available. 


See “Options” section for complete list of options. 














JAVELIN 


OPTIONS 





Power choice .. . 304 (standard on AMX), 360 (two versions) and 401 CID V-8’s. 
SST has a 232 Six as standard, and a 258 Six as optional. All run on regular, low- 
lead or no-lead fuels (with no-lead, use regular every fourth tank fill). 





Stirrup-grip shift selector for V-8’s 
controls the new Torque-Command 
automatic transmission with handy 
center console. 


Full-synchromesh 4-speed transmis- 
sion for 360 and 401 CID 4-barrel 
V-8’'s has close-ratio gears controlled 
by Hurst® shifter. Available with floor 
or console mount. 





See “Options” section for complete list of options. C-5 


Issued May 24, 1971 (Subject to Change) - 
Vinyl 


Revised July 2, 1971 i ‘ : , 
Revised Dec. 15, 1971, Jan. 17, 1972 Trim pie oe 


Opt. Fabric 
‘Cardin’ 
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1972 JAVELIN SST & AMX : 
Trim 


SEAT, TRIM & COLOR AVAILABILITY Colors 


|White Seats 
| Black Int. 
(A)SeeBelow! 


Multi Color 


Black 





Front Seat Type ‘T’ Codes 
Bucket Seats—Standard 
Bucket Seats—Standard S S 


Paint Stripe SST Rally Stripe (Opt.) 
Standard AMX 'T’-Stripe (Opt. & 
SST & AMX incl. with ‘Go’ Package) 


15 Exterior Colors, Standard ] 








In Production 
Feb. 1, 1972 
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Cancelled 
Feb. 1, 1972, 








@ | Gold 


Snow White 


In Production 
Feb. 1, 1972 





Stardust Silver, Metallic 








Jetset Blue, Metallic (Medium) 





=> 
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Admiral Blue, Metallic (Dark) 














Surfside Turquoise 
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Grasshopper Green, Metallic (Medium) 
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Hunter Green, Metallic (Dark) 








+ 
Jed. 


Jolly Green (Bright) 


| 
+ 








Yuca Tan, Metallic 





Baja Bronze, Metallic 














Cordoba Brown, Metallic 





Canary Yellow 








Trans-Am Red 





Sparkling Burgundy 
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Wild Plum, Metallic 


VINYL ROOF: Effective in Production Feb. 1, 1972: 

61-W: ‘Cardin’ Custom Fabric Seat Trim for SST, Optional. 

: Black interior with multi-color accent stripes on Black fabric seat 
Those without numbers are available with Black or White. upholstery (100% Nylon with Silicone finish), headliner and .door 
Those marked “1” are available with Black, White or Blue. panel inserts, plus “Pierre Cardin” crest on front fenders and 
Those marked “2” are available with Black, White or Green. inside door panel inserts. 


Those marked ‘'3” are available with Black, White or Brown. d ae 2 
Those marked ‘‘4” are available with Black, White, Green or Brown. 68-S: White Vinyl Seat Trim for SST & AMX, Standard. 
Balance of interior in Black. 


Those marked “'5’”' are available with Black, White, Green, Brown or Blue. : : 
65-S: Black/Red Vinyl Seat Trim Cancelled for SST & AMX. 


HB Combination Cancelled from Production, March 6, 1972. Y 
(A) Black Corduroy cord width reduced to ¥%” approx. (was 4”). In ProductioW Jan. L972: 


Optional. “Baja” grain vinyl-covered, twin-canopy roof, as follows: 





Standard Bucket Seats 


Standard Bucket Seats with optional nylon Corduroy 

with pleated-vinyl trim (SST and pleated-fabric trim (SST and AMX). 
AMX). Center cushion with fold- Center cushion with fold-down 
down armrest, or console, optional. armrest, or console, optional. 











JAVELIN 


WHITE VINYL for SST &AMX 
In Production Feb. 1, 1972 


STANDARD “WELLINGTON” PLEATED VINYL 









61-S BLACK 63-S BLUE 64-S GREEN 


68-S WHITE (seats only) 
Std. with all exterior colors 


“CARDIN” CUSTOM FABRIC TRIM OPTION for SST 
In Production Feb. 1, 1972 












65-S BLACK/RED 66-S TAN/BUFF 


61-W BLACK FABRIC with MULTI-COLOR STRIPES 
Optional with 4 exterior colors (A1, C2, D7 & D9) 


OPTIONAL NYLON “CORDUROY” PLEATED FABRIC 

















61-R BLACK 63-R BLUE £ 64-R GREEN 


JAVELIN 


SST, Model 7279-7, with Optional Trim 


Wy AMX, Model 7279-8, 
with “Go” Package “T" Stripe and Front Spoiler 
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1972 Javelin SST shows distinctive new “cross-hatched” grille, and (in place 
of standard pin stripe) the new optional C-shaped rally stripe. Also optional 
are vinyl roof, spoke-style wheels with raised-letter E70 x 14 tires and bumper 


guards. 
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1972 JAVELIN MODEL AND ENGINE AVAILABILITY 


Total Javelin model count reduced 


to 2 (was 3): 


Base (6 & V-8) 


SST (6 & V-8) 


AMX (V-8) 


Base-Line Trim and Equip- 
ment... Discontinued and 
replaced by SST with new 

price action. 


High-Line Trim and 
Equipment 


Perf-Line Trim and Equip- 
ment with unique appearance 


13 “Power Teams’’...6 Engines... 
4 Transmissions 


292-1B Six... 


3-Speed Manual, Full Syn- 
chromesh (floor or console) 
‘“Torque-Command” 
(column) 


258-118 Six.... 


304-2B V-8... 


(Std. on AMX) 


360-2B V-8... 


360-4B V-8... 


401-4B V-8... 


‘“Torque-Command” 
(column) 


3-Speed Manual, Full Syn- 
chromesh (floor or console) 
“Torque-Command” 
(column or console) 


“Torque-Command’”’ 
(column or console) 


4-Speed Manual, Full Syn- 
chromesh (floor or console) 
“Torque-Command” 
(column or console) 


4-Speed Manual, Full Syn- 
chromesh (floor or console) 
“Torque-Command” 
(console) 


Note... 304-2B V-8 is the new standard 
engine for AMX (was 360-2B). 
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1972 Javelin AMX retains screen-type grille with integral parking lights and 
rear spoiler, as standard. Options shown include front spoiler, T-shaped hood 
stripe, E70 x 15 raised-letter tires, bumper guards and full-length scuff mold- 
ing (in place of standard pin-stripe). 


EXTERIOR 


New minor exterior trim and ornamentation... 


Front: New rectangular cross-hatched pattern grille 
for SST. Present screened grille and optional 
front spoiler continues for AMX. 


SST and AMX continue with full-length body 
pin stripe, standard. Stripe relocated just above 
body crease line for improved appearance. 


New C-rally stripes, optional on SST. 


Side: 


AMX continues with T-stripe on hood (new 
shaded colors) in Go Package, and as a new 
separate option on models without the Go 
Package. 


Present wheel covers option on SST (was 
standard). Hub caps standard. 


Present optional custom wheel covers continue 
for SST. 


New optional Turbo-Disc (replaces Turbo- 
Cast). Wire wheel covers cancelled. 


Present 14” x 6” slot-style wheels continue 
standard for AMX. 


Present 14” x 6” spoke-style wheels continue 
optional. 


New 15” x 7” slot-style wheels (like 14” x 6” 
slot-style wheel) replaces present design as an 
option (included in ‘‘Go” Package). Early-Nov. 
production. 


304 and 360 V-8 emblems on front fenders are 
deleted (401 retained). 


Rear: New taillights. New taillights overlay treatment 
(ala, grille motife). 


New taillight bulb sockets prevent dislodging 
due to shifting cargo in trunk. 


Present rear deck spoiler continues standard 
for AMX. 


New, livelier exterior colors. 
2-1971, 3-1971 2). 


New Brown vinyl-roof, optional, Addition to Black, 
White plus new hues of Blue and Green. All have new 
“Baja” grain pattern. 


15 offered (10 new, 


New shape for standard outside rear-view mirror. 


New factory-installed radio antenna retracts down to 
3” (was 22”). Factory installation of antenna (was 
dealer installed) permits ‘‘tuning’’ of radio with an- 
tenna. Prevents breakage at automatic car wash. 
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1972 Javelin SST displays distinctive new taillight overlay (matches front 
grille) and optional deck-lid luggage rack. Vinyl roof, new C-shaped rally 
stripes, wheels and tires, bumper guards, optional. 


1972 JAVELIN EXTERIOR FEATURES COMPARISON 


FEATURE 


Javelin Script—Hood 

AMX Nameplate—Grille 

“C” Pillar Javelin 

Script and Bullseye 

“C” Pillar AMX 

Nameplate 

Drip Molding 

Fence Molding 

Javelin Script— Rear 

Deck Lid 

AMX Nameplate— 

Rear-Deck Spoiler 

Paint Stripe-Side 

(NA with Opt. Rub-Rail 

Molding) 

Rally Stripe-Side 

(NA with Opt. Rub-Rail 

Molding) 

T-Stripe Decal—Hood 

Rocker Panel Molding 

(Between Wheel Opening) 

Wheel Opening Molding 

“SST” Letters— Rear 

Fender 

Engine Medallion—401 

V-8 (Front Fender) 

Hub Caps 

Wheel Covers— 
Standard Type 
Custom Type 
Turbo-Disc 

Spoke-Style Wheels, 

V-8 (14” x 6”) 

Slot-Style Wheels, 

V-8 (14” x 6”) 

Slot-Style Wheels, 

V=8i(15 xe.) 


Std 
NA 


Std 
NA 
Std 
Std 
Std 


NA 
Std 
Opt 


NA 


Std 
Std 


Std 


Std 
Std 


Opt 
Opt 
Opt 
Opt 
NA 


Opt 


JAVELIN SST JAVELIN AMX 


Std 
Std 


NA 
Std 
Std 
Std 
NA 


Std 


Std 


NA 
Opt. & GRP 


Std 
Std 


Std 


Opt. & GRP 


FEATURE 


Windshield Reveal 
Moldings 

Rear Window Reveal 
Moldings 

Corporate Logo on 
Deck Upper Panel 
Molding—Body Side 
(Rub Rail) 

Deck Lid and Rear 
Fender Molding 
Molding— Hood 
(Front Lip) 
Molding—Front Fender 
(Front Lip) 

Black Paint Rear Panel 
(& Upper Portion of 
Bumper) 

Special Hood 
(Fiberglass) 

Cowl-Air Carb. 
Induction System 
Parking Lamps— 
Location (Front) 


Grille Screen 
Spoiler—Deck 
Mounted (Fiberglass) 
Spoiler—Front, Under 
Bumper (Fiberglass) 
Rear View Mirror— 
Exterior—Left 

Right 
“Go” Package—360 
& 401 (See ‘‘Options’’) 
Deck-Lid Rack 





JAVELIN SST JAVELIN AMX 


Std Std 
Std Std 
Std Std 
Opt Opt 
Std NA 
Std Std 
Std Std 
NA GRP 
NA Std 
NA GRP 
Below Grille (A) 
Bumper 
NA Std 
NA Std 
NA Opt (B) 
Std Std 
Dealer Std 
NA Opt 
Opt NA 


(A)—Below Bumper Parking Light Holes Covered with 
Air-Inlet Scoops. Air-Inlet Scoops not used with Op- 
tional Front Spoiler. 
(B)—Requires Optional Disc Brakes. 
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1972 Javelin shows standard “Wellington” pleated-vinyl-on-viny! trim on stan- 
dard high-back bucket seats. Distinctive ‘‘engine-turned” panel trim and 










sports steering wheel are standard on AMX. 


INTERIOR 


New livelier interior colors and trims. Black, Blue, 
Green, Tan, and Black/Red. 


Vinyl trim standard. Custom nylon corduroy (1971 
type) fabric trim optional. 


Present leather front-seat trim option deleted. 


Console optional (was standard on AMX). Armrest 
option deleted. 


Center cushion with fold-down armrest optional. 


New trim details for instrument panel to improve ap- 
pearance. 


New international-code ‘‘symbols’’ added to instru- 
ment panel controls for clarity. 


New under-instrument-panel inside hood-lock re- 
lease, in optional Visibility Group. Helps prevent theft. 


New higher-gloss finish and ‘“‘soft-feel’’ material for 
steering wheels improves appearance and feel. Late- 
Oct. production. 





New ('71%2) 3-spoke 15” sports steering wheel stan- 
dard on AMX, optional on SST. 2-spoke 16” custom 
wheel standard on SST. 


New tilt-open ashtray and relocated cigarette lighter 
for greater convenience. 


New Removable Stowage/Litter Pouch for both front 
doors, optional. 


New ‘“‘soft-feel’’ knob for column shift lever and turn 
signal lever. 





Javelin instrument panel detail shows new international- 
code symbols on toggle switches, optional rear-window , 
defogger and indicator light. Below panel is the new in- 
side hood-lock release handle, in optional Visibility Group. 













column. 


FEATURE 


Interior Trims: Vinyl 
Fabric 
Cigarette Lighter 
Glove Box Lock 
Glove Box Light 
Parking Brake Warning 
Light 
Steering Wheel— 
Custom (16”) 
Sports (15”) 
Instrument Panel 
Overlay 
Instrument Panel 
Javelin Script 
Assist Handle— 
Instrument Panel 
Door and Quarter 
Trim Panels 
Door Trim Panel 
Overlay 
Door Trim Panel 
Molding 
Armrest—Front & Rear 
(Integral with Molded 
Panels) 





Std 
Opt 
Std 
Std 


GRP 
GRP 


Std 
Opt 


Woodgrain 
Std 
Std 
Molded 
Woodgrain 


Std 


Std 


JAVELIN SST JAVELIN AMX 


Std 
Opt 
Std 
Std 


GRP 
GRP 


NA 
Std 


Eng. Turned 
NA 
Std 
Molded 
Eng. Turned 


Std 


Std 
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SST panel shows standard burled-wood-styled trim. Options shown include 
clock (part of Visibility Group), AM/FM push-button Multiplex Stereo radio, 
All-Season air conditioning, rear window defogger and Adjust-O-Tilt steering 


1972 JAVELIN INTERIOR FEATURES COMPARISON 


FEATURE 
Ashtray— 

Rear Quarter Panel 

(not with Console) Std, 2 

In Rear of Optional 

Console Sid; 1 
Bucket Seats Std 
Floor Covering Carpet 
Pedal Moldings Std 
Dome Light With 
Door Switch Std 
Trunk Mat Std 
Courtesy Lights 
(W/Door Switch) GRP 
Clock (Less 
Tachometer) GRP 
Tach/Clock Combo. 
& 140 MPH Speedometer 
“Rally-Pac” (V-8 only) Opt 
Map Light— 
Instrument Panel GRP 
Console—Less Armrest ; 
(Console Shift) Opt 
Center Cushion and 
Armrest (less console) Opt 
Coat Hooks Std 


JAVELIN SST JAVELIN AMX 









Std, 2 


Std, 1 
Std 


Carpet 
Std 





Std 
Std 


GRP 


Std 


Opt & Grp 
GRP 
Opt 


Opt 
Std 











1972 JAVALIN ENGINE-TRANSMISSION COMBINATIONS 


1972 
JAVELIN 


TRANSMISSION 


3-speed Manual—Standard 
Floor-Shift (console, opt.) 
All-Synchromesh 





4-speed Manual—Optional 
Floor-Shift (Console opt.) 
All-Synchromesh 
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Torque- Command— Optional 
Column-Shift (NA AMX) 
Torque- Command—Optional 
Console-Shift 





*Dual exhaust, optional. 


First figure in box is standard axle ratio; other figures, optional ratios. 


SIX V-8 
232-18 | 258-18 | 304-2B | 360-28 | 360-4B*| 401-48} 
Std. SST | Opt. SST'|'Std AMX.) 52. ail aang lean 
NA AMX | NA AMX | Opt. ssT | ~P™ a Pk: 
3.08 3.54 
3.31 3.15 
3.58 
3.54 3.54 
3.15 3.15 
3.91**| 3.91** 
3.08 3.08 2.87 2.87 2.87 
3.31 3.31 3.15 3.15 3.15 





tDual exhaust, standard. 

















2.87 2.87 2.87 2.87 
3.15 3.15 3.15 |3.15&3,54 


**Twin-Grip required. For AMX with 360-4B or 401-4B “GO” 


package-and Torque-Command, standard axle ratio is 3.15 with 2.87 and 3.54 optional; (3.54 only with 401V-8). 


MECHANICAL 


New ‘‘Torque-Command” automatic transmission, built 
by Chrysler (‘‘Torque-Flite’), replaces ‘“Shift-Com- 
mand”, built by Borg-Warner. Smoother shifts, quieter 
operation and greater durability. Opt., 6 and V-8. 
Column-shift (or console-shift for V-8’s). 


New lower-compression ratio of 8.5:1 (was 9.5:1) for 
401 CID V-8 option permits use of regular-grade, low- 
lead, or no-lead fuels of 91 octane or higher (as were 
all other AM engines in 1971). With no-lead fuel, use 
regular-grade leaded fuel at every 4th tank fill. New 
net horsepower and torque ratings (see Section G). 
Balance of engine/transmission combinations same 
as 1971, except next item. 

New AMX standard engine is 304 CID, 2-barrel V-8 
(was 360 CID, 2-barrel V-8). 

New stamped rocker arms on 6’s and V-8’s use “‘cylin- 
drical’” bearings (was ‘“‘ball/stud”’ type) for longer 
service life and quieter operation of valve train 
(running change). 


C-14 


New option of ventilated-rotor front disc brakes, 
manual or power, for 6 or V-8 (was V-8 only). Power 
drum brake option continues. 


New Saginaw power steering pump for V-8’s replaces 
Eaton pump. Better quality and quieter operation. 
Saginaw pump previously for 6’s only. Also, new belt 
tension adjustment with torque wrench assures proper 
belt tension (V-8 only). 


New ‘‘zero-lash”’ ball joint for front suspension upper 
pivot gives quieter, smoother operation plus longer 
service life. New 1-piece ball/stud (replaces 2-piece) 
is stronger, seals tighter and retains tolerance longer. 
Late-Sept. production. 


New, more compliant rubber bushings for front sus- 
pension strut rod reduces road-noise and harshness. 


New separate ‘‘front sway bar’’ option for Javelin-6 
(and continues to be included in Handling Package). 
Front sway bar standard on V-8's. 








New ‘“‘tilt-out” ashtray and relocated cigarette lighter are more convenient. 
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OTHER DETAILS 


New 2-speed electric windshield wipers and electric 
washers standard, replacing vacuum. Optional Visi- 
bility Group includes 3-speed wipers (also separate 
option). 

Product content of ‘‘group/package”’ options revised 
for greater sellability. 


New plug-in socket at firewall in main wiring harness 
improves reliability, uniform quality and servicing. 
Previously introduced on 1970 Gremlin and Hornet. 


New stronger front-seat tracks for improved safety. 


New stronger seat-belt anchorages for improved 
safety. 


New “‘Auto-Loc”’ retractable front and rear outer seat 
belts with push-button release. Also, automatic, visi- 
ble and audible device to warn if either occupied 
outboard front seat belt is not fastened. Federal 
regulations require for all cars by Jan. 1, 1972 (our 
effective point). Also, all new belts will be Black, in- 
stead of color-keyed, starting January 1, 1972. Present 
belts will also be Black by about November 15, 1971. 


New quiet“fone (less harsh) for ignition-key warning 
buzzer (and headlights-on warning buzzer, part of 
optional Light Group). 


Low-Fuel Warning Light dropped from optional Light 
Group due to variable accuracy. 


Cold-Start Package (55-amp. alternator and 70-amp. 
battery) cancelled. 70-amp. battery continues op- 
tional. 37-amp. alternator standard. 55-amp. alternator 
standard with air conditioning. 


“Chemcor’ windshield, which was only used on 
1970-71 Javelins, is replaced with regular-type, high- 
strength windshield safety glass as used on all cars. 


New single-line whitewalls replace twin-line white- 
walls (optional). 


For Javelin SST’s with optional E78x14 size tires, 
“belted” tire construction is replaced with four-ply 
“unbelted” construction (black and whitewall) re- 
sulting in a smoother ride. In addition, E78 ‘‘belted”’ 
construction whitewalls will be offered as optional 
equipment. 
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1972 JAVELIN DIMENSIONS 
2-DOOR HARDTOP 2-DOOR HARDTOP 
Wheelbase 110.00 Head Room, Front 37.50 
Length 191.77 Rear 35.60 
Width 75.20 Leg Room, Front 42.45 
Height, 6-Cyl. 50.87 Rear 30.80 
V-8 50.97 Shoulder Room, Front 55.00 
Overhang, Front 42.25 Rear 53.20 
Rear 39.52 Hiproom, Front 57.60 
Tread, 6-Cyl., Front 59.30 Rear 56.38 
Rear 60.00 Trunk Luggage Vol., Cu. Ft. 10.2 (A) 
V-8, Front 59.70 Fuel Tank, Gallons 16.0 
Rear 60.00 Brake Dia./Sq. In., 6-Cyl. 9”/153 
Tire Size, 6-Cyl., Std. C78x14 V-8 10”"/167 
Opt. D78x14 
Opt. E78x14 (A) 12.2 cubic feet with optional ‘‘“Space-Saver Spare”’ 
Opt. E70x14 (standard on AMX) which is also included with op- 
V-8, Std. D78x14 tional 14” x 6” spoke-style wheels and 15” x 7” slot- 
Opt. E78x14 steel wheels (15” wheels included in AMX “Go” 
Opt. E70x14 Package). 
(Std. on AMX) 
Opt. E60x15 
(in AMX Go Pkg.) 
Turning Circle Diameter 3613” 





This specially-modified Javelin AMX was the overall championship winner of the 1971 SCCA Trans-American Road 
Racing Series. Mark Donohue and Javelin topped all other sporty cars in the challenging series of races testing speed, 
handling and durability. 
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’72 Matador 2-Door Hardtop in Snow White with standard pin stripes and moldings. Optional Green vinyl roof, Turbo- 
Disc wheel covers, and bumper guards are shown. 
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'72 Matador 4-Door Sedan in Baja Bronze with standard pin stripes and moldings. Shown are optional wheel covers and 
bumper guards. 
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MATADOR WAGON 





’72 Matador 4-Door Station Wagon in Canary Yellow with optional color-keyed woodgrain side and rear trim (rear panel 
is light reflective at night), luggage rack, air deflector, wheel covers, and front bumper guards. Dual-swing tailgate, 
lockable hidden compartment, and 258 CID Six are standard. Rear-facing third seat is optional (includes electric power- 
lift tailgate window). 


D-3 





MATADOR 


SEATS 


‘72 Matador with optional “Scorpio” custom fabric-and-vinyl trim on “infinitely-variable” individual reclining seats with 
recessed/adjustable head restraints. Sports steering wheel is optional. 
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FEATURES & OPTIONS 
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'72 Matador instrument panel with new twin-dials. Sports steering wheel, optional. New, larger adjustable spot cooler 
for optional air conditioning, heating and ventilating (‘‘All-Season’’) system shown in lower-left of panel. 





Dual-Swing tailgate folds down to Dual-Swing tailgate opens like con- Adjust-O-Tilt wheel gives driver ex- 


provide extra “floor space” to sup- ventional door to provide easier act wheel position he prefers, tilts 
port extra-long loads. access for optional third seat, easier out of the way for easier entry and 
loading of items into cargo area. exit. Recommended companion op- 


tion to reclining seats. 





See “Options” section for complete list of options. 








Issued May 24, 1971 (Subject to Change) Fabric Perf. Vinyl ‘Uganda’ Fabric 
Revised July 2, 1971, Jan. 17, 1972 ‘Taurus’ Opt. (Std. Wagons ‘Scorpio’ 
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Standard & Buckets) Custom, Opt. 





SEAT, TRIM & COLOR AVAILABILITY S 
eS 





Models 














Bench Seat, Split Back—Standard 
2-Door Hardtop Individual Reclining Seats—Optional 
Bucket Seats—Optional 








12 Exterior Colors, Standard 

11 Two-Tones, Optional 
(NA Wagon) 

Woodgrain Side & Rear Panels 
Opt. on Wagon (less stripes) 





Body Color 
Code Number 


Snow White 
Stardust Silver, Metallic 
Jetset Blue, Metallic (Medium) 
Admiral Blue, Metallic (Dark) 
Grasshopper Green, Metallic (Medium) 
Hunter Green, Metallic (Dark) 
Yuca Tan, Metallic 
Baja Bronze, Metallic 
Cordoba Brown, Metallic 
Canary Yellow 
Trans-Am, Red 
Sparkling Burgundy 
- : a : Pena 
Te AE GOFPG Aetavatelarteriniitop. scalegunsiintsoustiootedstohornee Mmm Coudiadon @amceled 
Those without numbers are available with Black or White. from Production, March 6, 1972, 
Those marked “‘1” are available with Black, White or Blue. 
Those marked ‘‘2” are available with Black, White or Green. 
Those marked ‘‘3” are available with Black, White or Brown. 


Those marked “4” are available with Black, White, Green or Brown. 
Those marked “5” are available with Black, White, Green, Brown or Blue. 




































































~ Standard Bench Seat 
Optional Individual (2-door) with fabric trim. 


Reclining Seats with custom Full back seat for 4-door 
“Scorpio” fabric trim. (vinyl trim standard in wagon). 


Optional Hardtop Optional 

Bucket Seats with pleated- Individual Reclining 

vinyl trim (includes center Seats with pleated-vinyl trim 
cushion and fold-down armrest). (vinyl standard in wagon). 





STANDARD “TAURUS” FABRIC 
with Grained-Vinyl Bolsters (Not Avail. on 
Wagon or with Opt. Hardtop Bucket Seats) 


MATADOR 


71-A BLACK 73-A BLUE 74-A GREEN 


OPTIONAL “UGANDA” PERFORATED VINYL 
(Std. on Wagon & with Opt. Hardtop Bucket Seats) 


71 a) - arene | ene 2 ae 74-B,-D or -S GREEN 
OPTIONAL “SCORPIO” CUSTOM FABRIC 


with Grained-Vinyl Bolsters 
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4-Door Sedan, Model 7215-7 





4-Door Station Wagon, Model 7218-7 














1972 
MATADOR 


Va 


American 
Motors 





1972 Matador 4-Door Sedan features new taillights, rear center trim panel, and 
full dual pin-stripes across rear and along sides. New slim rocker panel mold- 
ings and wheel opening moldings, standard. Options shown include vinyl roof 


and wheel covers. 


1972 MATADOR MODEL AND ENGINE AVAILABILITY 


Total Matador model count remains at 3: 


Matador 
(6 & V-8) 2-Door Hardtop (‘‘Machine’”’ 
package discontinued) 


4-Door Sedan 


4-Door Wagon 
Roof Rack and/or Air Deflector, 


Optional. 2-Seat and Opt. 3-Seat. 


8 “Power Teams’’...6 Engines... 
2 Transmissions 


Sedan & Hardtop: 


232-1B Six 


Wagon: 


258-1B Six... 


All Models: 
258-118 Side. =. 


All Models: 


304-2B V-8 
360-2B V-8 
360-4B V-8 
401-4B V-8 


... 3-Speed Manual, Full-Syn- 


chromesh (column) 
“Torque-Command” 
(column) 


3-Speed Manual, Full-Syn- 
chromesh (column) 


“Torque-Command”’ 
(column) 


umn for all models, console 
...\ dropped for Hardtop with 
hein Bucket Seats, which 


Jun oral moa (col- 


continue with center cush- 
ion and armrest). 


Note: New standard power-team for Matador 
Wagon is the 258-1B Six (was 232) 


with 


3-speed manual full-synchro- 


mesh transmission (column shift). 
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1972 Matador 2-Door Hardtop, showing standard drip and fence molding (avail- 
able on sedan with optional vinyl roof or 2-tone paint). Options shown include 
wheel covers, bumper guards and vinyl roof. 


EXTERIOR 


New minor exterior trim and ornamentation... 


Front: New horizontal-lined grille with 3 vertical color- 
keyed bars. 


Side: New slim rocker-panel molding added (includes 


wheel-opening moldings). 
New full-length, dual pin stripes, standard. 


New definition line at front of C-pillar on hard- 
tops with opt. vinyl roof or 2-tone. 


New optional wheel covers (Same hub caps 
standard). Present optional custom wheel covers 
continue. 


New optional Turbo-Disc (replaces Turbo- 
Cast). Wire wheel covers cancelled. 


Present 14” x 6” spoke-style wheels continue 
optional on V-8’s. 

New 15” x 7” slot-style wheels optional on V-8 
hardtops. Early-Nov. prod. 


304 and 360 V-8 emblems on front fenders are 
deleted (401 retained). 


Rear: New taillights and center panel trim for sedan 
and hardtop. 


New full-width, dual pin stripes for sedan and 
hardtop. 


New for wagon with optional woodgrain... 
color-keyed woodgrain panel on tailgate with 
rear-light-reflecting features (as on ’71/'72 
Amb. Brougham). Tailgate also has optional 
2-tone panel color from side panels (as on '71/ 
’'72 Ambassador SST). 


New, livelier exterior colors. 12 offered (10 new, 
2-1971). 

Optional 2-tone paint limited to Snow White only (was 
also Classic Black), for sedan or hardtop roofs, and 
for wagon side and rear panels. 


New Brown vinyl-roof, optional on sedans and hard- 
tops. Addition to Black, White plus new hues of Blue 
and Green. All have new “Baja” grain pattern. 


New shape for standard outside rear-view mirror. 


New factory-installed radio antenna retracts down to 
3” (was 22"). Factory installation of antenna (was 
dealer installed) permits ‘‘tuning’” of radio with an- 
tenna. Prevents breakage at automatic car wash. 
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1972 Matador 4-Door Wagon shows new horizontal-lined grille. Options include 
roof-rack, tailgate air deflector, wheel covers, front bumper guards and color- 
keyed wood-grain side and rear panels. Rear panel has light-reflecting feature. 


1972 MATADOR EXTERIOR FEATURES COMPARISON 


FEATURE MATADOR FEATURE MATADOR 
Drip Molding (Hardtop only) Std (A) Rear Bumper Ornament (Except Wagon) Std 
Fence Molding (Hardtop only) Std (A) Block Letters— Tailgate (Wagon) and 
“C” Pillar Script (Matador) Std Deck Lower Panel (Sedan and 
Hardtop) . . . Matador Std 
Hood Block Letters (Matador) Std ; 
; : Deck Lid and Rear Fender End Cap 
Engine Medallion—401 V-8 Paint Stripes Std 
(Front Fender) Std 
Wagon Woodgrain, Color Keyed 
Corporate Logo on Deck (Reflective on Tailgate) Opt 
Upper/ Tailgate Std ee aw 
oof Rac agon 
pi di cae Roof Tail ; : : flector (W Be 
oof Tailgate Air Deflector (Wagon 

Wheel Covers— Standard Type Opt ‘ . : : ( gon) 

—Custom Type Opt Molding— Body Side (Rub Rail) Opt 

—Turbo-Disc Type Opt Body Side Pin Stripes Std 
Spoke-Style Wheels—14”x6”(V-8) Opt Molding—Tailgate Std 
eee ae Molding—Tailgate Belt Std 
(V-8 Hardtop) Opt Molding—Wheel Opening and 
Windshield Reveal Molding Std Rocker Panel Std 
Rear Window Reveal Molding Std (A) Included with vinyl roof or 2-tone paint on Sedan. 
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1972 Matador Hardtop interior shows optional ‘“‘Scorpio’’ custom fabric-and- 
vinyl trim for the new “‘infinitely-variable” individually-reclining seats. 


INTERIOR 


New, livelier interior colors and trims. Black, Blue, 
Green and Tan. 


New “infinitely-variable” individually-adjustable re- 
clining seats, optional. Infinitely-variable feature, in- 
troduced previously on 1971 Hornet, replaces present 
6-position recliner. 


New “recessed” adjustable head-restraints for op- 
tional new “infinitely-variable” individually-adjust- 
able reclining seats. 


New slim-styled door armrest improves appearance 
and function. 


New twin-dial motif for instrument cluster (replaces 
rectangular). 


New trim details for instrument panel to improve 
appearance. 


New under-instrument-panel inside hood-lock re- 
lease, in optional Visibility Group. Helps prevent theft. 


New higher-gloss finish and ‘‘soft-feel’’ material for 
steering wheels improves appearance and feel. Late- 
Oct. production. 


New(’71 2) 3-spoke 15” sports steering wheel optional. 
2-spoke 16” custom wheel standard. 


New heating and air conditioning control system. 
Easier to understand and operate. Relocated on right 
side of steering column (was left) for greater con- 
venience. 


Recessed and adjustable head restraints are a feature of 
the optional “infinitely-variable” reclining seats. 











1972 
MATADOR 





American 
Motors 


1972 Matador instrument panel features new ‘“‘twin-dial’’ motif. Optional air 
conditioning controls are now positioned to the right of the steering column 
where they are more accessible. Larger driver-side air outlet also functions 


with heating system (with air conditioning). 


INTERIOR 


New vacuum-actuated controls eliminates need for 
cable adjustment, assuring reliability of heating and 
air conditioning system. 


New larger air conditioning air outlet (also heat) on 
left side of instrument panel for improved air flow. 
Replaces small outlet above instrument cluster. 


New 4-speed blower for air-conditioner-equipped 
cars (was 3-speed). New 3-speed blower for heater- 
only-equipped cars (was 2-speed). 

New retaining mechanism for hardtop side glass pro- 
vides better fit and seal to reduce wind noise and 
weather leaks. 


New, more convenient location for optional remote- 
control mirror adjusting knob. 


New AM/FM multi-plex stereo radio. Opt. all models 
(was NA on ’71 wagons). With 2 rear-seat speakers 
and 2 front-door speakers for sedans/hardtops. With 
2 front-door speakers for wagons. Introduced on 1971 
Javelin. Tape player option dropped, however, dealer 
accessory kit continues. 


New Removable Stowage/Litter Pouch for both doors, 
optional. 

New rear cargo net for wagons included in optional 
Visibility Group. 

New molded rubber cargo floor cover (less snaps) for 
2-seat Matador wagon (3-seat continues with snap-on 
carpet). 

New ‘“‘soft-feel”’ knob for column shift lever and turn- 
signal lever (not with speed control). 


——— CooL + 
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Pushbutton AM/FM Multiplex Stereo radio is now optional 
on all Matadors. New air conditioning controls feature a 
4-speed blower switch and vacuum-actuation on other 


controls. 
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“Dual-Swing”’ tailgate is standard on Matador wagon. Cargo net, new addition 
to wagon Visibility Group, has elastic action which holds groceries and other 
parcels snugly against closed tailgate. 
1972 MATADOR INTERIOR FEATURES COMPARISON 
FEATURE MATADOR FEATURE MATADOR 
Cigarette Lighter Std Bucket Seats (w/Center Cushion 
Hidden Compartment Lock (Wagon) Std and Armrest) Opt (Hardtop) 
Glove Box Lock _ Std Floor Covering (Color-Keyed) Carpet 
Trunk-Cargo-Glove Box I-ight GRP Head Restraints, Recessed w/Ind. 
Parking Brake Warning Light GRP Reclining 
Steering Wheel—Custom (16”) Std Seats 
— Sports (15”) Opt Coat Hooks Std (A) 
Clock GRP Dome or “C”’ Pillar Lights— 
Instrument Panel Trim Brushed Door Switches Frt (Std) 
Alum. Overlay Rear (GRP) 
Instrument Panel— Switch Area Color Keyed Trunk Mat Std 
Instrument Panel Nameplate Std(Matador) Cargo Mat (Wagon)—Color-Keyed Rubber (B) 
Anrest— Front and Rear Door Trim Panel Molding One 
(with Overlay) Std (A) Plus 2 Additional in Cargo Area of Station Wagon. 
Individual Reclining Seats (B) Carpet for 3-Seat model. 


(Infinitely Variable) Opt 












1972 MATADOR ENGINE-TRANSMISSION COMBINATIONS 





First figure in box is standard axle ratio; second figure, optional ratio. = 
v-8 1972 





ENGINE SIX 
232-1B 258-1B ‘ 
TRANSMISSION | Standard | Optional | gue ai 


(NA Wagon) | (Std. Wagon) 





3-Speed Manual 
Standard S.V8F 
Column-Shift 3.54 


All-Synchromesh 







Torque-Command 
Optional 
Column- Shift 
3-Speed Manual 
—Standard 
Column-Shift 
All-Synchromesh 


Sedan & Hardtop 

















Wagon 


Torque-Command 3.15 2.87 
—Optional : ' 
Column-Shift 











+3.54 for California cars (no options). *Dual exhaust, optional. 
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**Dual exhaust, standard. 


MECHANICAL 


New ‘‘Torque-Command” automatic transmission, built 
by Chrysler (““Torque-Flite’”’), replaces ‘‘Shift-Com- 
mand”, built by Borg-Warner. Smoother shifts, quieter 
operation and greater durability. Optional, 6 and V-8. 
Column-shift (console dropped). 


New lower-compression ratio of 8.5:1 (was 9.5:1) for 
401 CID V-8 option permits use of regular-grade, low- 
lead, or no-lead fuels of 91 octane or higher (as were 
all other AM engines in 1971). With no-lead fuel, use 
regular-grade leaded fuel at every 4th tank fill. New 
net horsepower and torque ratings (see Section G). 


Balance of engine/transmission combinations same 
as 1971, except for new standard power-team of 258 
CID-6 with manual transmission for Matador wagon. 


New stamped rocker arms on 6’s and V-8’s use ‘‘cylin- 
drical” bearings (was ‘“‘ball/stud” type) for longer 
service life and quieter operation of valve train 
(running change). 

New option of ventilated-rotor front disc brakes, 
manual for 6-cyl. only (except wagon and except with 
air conditioning) or power for 6-cyl. and V-8 (was V-8 
only and was power disc only). Power drum brake 
option continues. 

New Saginaw power steering pump for V-8’s replaces 
Eaton pump. Better quality and quieter operation. 
Saginaw pump previously for 6’s only. Also, new belt 
tension adjustment with torque wrench assures proper 
belt tension (V-8 only). 


New “‘zero-lash”’ ball joint for front suspension upper 
pivot gives quieter, smoother operation plus longer 
service life. New 1-piece ball/stud (replaces 2-piece) 
is stronger, seals tighter and retains tolerance longer. 
Late-Sept. production. 








New, more compliant rubber bushings for front sus- 
pension strut rod reduces road-noise and harshness. 


New, lower rear Suspension outer-arm pivot points for 
wagons improves lateral stability under all driving 
conditions. 


New separate option of rear sway bar improves lateral 
stability without hard ride. Handling package option 
continues (heavy-duty front/rear springs/shocks, plus 
rear sway bar). 


New 20 gallon tank (was 17) for 3-seat wagons in- 
creases cruising range. Matador 2-seat wagon con- 
tinues with 19’ gallon tank (also sedans and hardtops). 





er ae : P 
Matador’s (and Ambassador’s) 4-Link, Trailing-Arm rear 
suspension. Wagons models feature a repositioned outer- 
arm pivot, in ’72, which further improves lateral stability. 
Rear sway bar, shown, is a new separate option and also 
continues as part of the Handling Package (for all models). 
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Matador instrument panel detail shows control for new standard 2-speed 
electric wipers and electric washers. Inside hood-lock release is part of optional 
Visibility Group. Also shown, at left, is the switch for the optional electric tail- 
gate window (or rear window defogger for sedan or hardtop). 


OTHER DETAILS 


New 2-speed electric windshield wipers and electric 
washers standard, replacing vacuum. Optional Visi- 
bility Group includes 3-speed wipers (also separate 
option). ; 

Product content of ‘‘group’”’ options revised for greater 
sellability. 


New plug-in socket at firewall in main wiring harness 
improves reliability, uniform quality and servicing. 
Previously introduced on 1970 Gremlin and Hornet. 


New more powerful and better sealed electric motor 
for improved operation of ‘‘Power-Lift’” tailgate win- 
dow, optional (standard with 3rd-seat option). 


New stronger front-seat tracks for improved safety. 


New stronger seat-belt anchorages for improved 
safety. 


New “‘Auto-Loc” retractable front and rear outer seat 
belts with push-button release. Also, automatic visible 
and audible device to warn if either occupied outboard 
front seat belt is not fastened. Federal regulations 
require for all cars by January 1, 1972 (our effective 
point). Also, all new belts will be Black instead of 
color-keyed starting January 1, 1972. Present belts 
will be Black by about November 15, 1971. 


New quiet-tone (less harsh) for ignition-key warning 
buzzer (and headlights-on warning buzzer, part of 
optional Light Group). 

Low-Fuel Warning Light dropped from optional Light 
Group due to variable accuracy. 


Hardtop “Machine” performance package dropped 
for 1972. 


Cold-Start Package (55-amp. alternator and 70-amp. 
battery) cancelled. 70-amp. battery continues op- 
tional. 37-amp. alternator standard. 55-amp. alternator 
standard with air conditioning. 


New single-line whitewalls replace twin-line white- 
walls (optional). 


For Matador (and Ambassador) sedans and hardtops, 
“belted” tire construction is replaced with four-ply 
“unbelted” construction in both E78 and F78x14 
(black and whitewall) resulting in a smoother ride. In 
addition, E78 and F78x14 ‘‘belted”’ construction white- 
walls will be offered as optional equipment. 


For all Matadors, improved sound insulation is added 
resulting in a quieter ride. Now, the Matador will have 
the same sound insulation as on all Ambassadors. 


1972 Matador door panel shows new slim-styled armrest. 
Removable stowage-litter pouch is optional (for both front 
doors.) 
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1972 MATADOR DIMENSIONS 


4-DOOR 4-DOOR 2-DOOR 4-DOOR 4-DOOR 2-DOOR 
SEDAN WAGON HARDTOP SEDAN WAGON HARDTOP 
Wheelbase 118.00 118.00 118.00 Head Room, Front 39.60 39.88 38.95 
Length 206.05 205.00 206.05 Rear 37.47 38.71 36.60 
Width 77.24 77.24 17.24 Leg Room, Front 41.80 41.80 41.80 
Height 55.35 56.39 53.82 Rear 38.60 38.60 35.50 
Overhang, Front 34.93 34.93 34.93 Shoulder Room, 
Rear 53.12 52.07 53.12 Front 60.00 60.00 60.00 


Tread, Front 59.94 59.94 59.94 leek B00 = 6000 59.00 
Rear 60.00 60.00 60.00 Hiproom, Front 60.30 60.30 60.30 
Tire Size, Rear 60.40 60.40 59.50 
6-Cyl., Std. E78x14. G78x14 ~— E78x14 Trunk Luggage Vol., 
, Opt. F78x14. H78x14 ~—- F78x14 Cu. Ft. 18.20 91.12(A) 18.20 (B) 


V-8, Std. E78x14. G78x14 E78x14 
Opt. F78x14. H78x14 F78x14 2-Seat 

Opt. E60x15 20.0 for 
Turning Circle 3-Seat 


Diameter 39’ Brake Dia./Sq. In. 10”/167 10"/196 10”/167 


(A) 99.12 including under-floor storage space. 

(B) 20.20 with Space-Saver Spare when equipped 
with optional E60x15 tires and 15”x7” Slot-Style 
Wheels. 


Fuel Tank, Gallons 19.5 19.5 for 19.5 
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AMBASSADOR SST 


‘72 Ambassador SST 2-Door Hardtop in Hunter Green with optional White vinyl roof. Two-tones optional with Snow 
White-in combination with any other listed color. Front and rear bumper guards, standard. Custom wheel covers, optional. 


‘72 Ambassador SST 4-Door Sedan in Sparkling Burgundy. Five colors offered for optional vinyl roof. Front and rear 
bumper guards, standard. Wheel covers, optional. 





AMBASSADOR BROUGHAM 


'72 Ambassador Brougham 2-Door Hardtop in Cordoba Brown with standard pin stripes. Black vinyl roof, optional. Full- 
length rocker panel moldings, wheel opening moldings, plus front and rear bumper guards are standard. Optional ‘“Turbo- 
Disc”’ wheel covers are shown in place of standard wheel covers. 


'72 Ambassador Brougham 4-Door Sedan in Yuca Tan with standard pin stripes. Brown vinyl roof, optional. Optional cus- 
tom wheel covers are shown in place of standard wheel covers. 





AMBASSADOR WAGONS 








'72 Ambassador SST 4-Door Station Wagon in Admiral Blue with standard moldings. Roof rack, dual-swing tailgate, and 
lockable hidden compartment are standard. Tailgate air deflector and wheel covers are optional. Front bumper guards 
are standard (rear not available for wagons). Rear-facing third seat is optional (includes electric power-lift tailgate 
window). 





‘72 Ambassador Brougham 4-Door Station Wagon in Grasshopper Green with standard color-keyed woodgrain trim. 
Woodgrain on dual-swing tailgate has light-reflecting feature for greater night visibility. Roof rack, air deflector, and 
lockable hidden compartment are standard. Optional ‘“‘Turbo-Disc’’ wheel covers shown in place of standard wheel 
covers. Front bumper guards are standard (rear not available for wagons.) Rear-facing third seat is optional (includes 
electric power-lift tailgate window). 
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AMBASSADOR SST 


SEATS & FEATURES 


'72 Ambassador SST 4-Door Sedan with standard “Gemini” fabric-and- 
vinyl trim on bench seats. 





. x YALA a” 
72 Ambassador SST instrument panel with new rectangular instrument cluster, and new air conditioning air outlets and 
controls. Standard custom steering wheel is shown. 
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AMBASSADOR BROUGHAM 


SEATS & FEATURES 


'72 Ambassador Brougham with optional individual reclining seats, including “‘Harem’’ custom fabric upholstery and 
recessed adjustable head restraints. 


—— a) 





*f 
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‘72 Ambassador Brougham instrument panel with new rectangular instrument cluster, and new air conditioning air 
outlets and controls. Sports steering wheel, optional (custom 2-spoke wheel, standard) 
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AMBASSADOR WAGON 


FEATURES & OPTIONS 





Dual-Swing tailgate folds down to 
provide extra “floor space”’ to sup- 
port extra-long loads. Roof rack 
standard. Air deflector standard on 
Brougham, optional on SST. Car- 
peting standard . . . plus chrome 
floor rub rails for Brougham. Lock- 
able hidden compartment standard. 


Dual-Swing tailgate opens like con- 
ventional door to provide easier 
access for optional third seat, easier 
loading of items into cargo area. 
The third-seat option includes 
power tailgate window (also sepa- 
rate option for two-seat model). New 
20-gallon fuel tank for increased 
cruising range. 


E-6 See “Options” section for complete list of options. 


1972 AMBASSADOR 


EQUIPMENT & OPTIONS 








New easy-to-use control system for Electric rear window defogger is optional on sedans and hardtops. Includes 
standard air conditioning and tinted glass and 55-amp. alternator. 
heating. 


¢ All-Season Air Conditioning ............. Continues Standard on all. 


¢ Torque-Command Automatic Transmission, Continues Standard on all. 


e304) CIDIV-GIENGIMNG) a2. saa. anes sane ve Continues Standard on all. 
¢ Power Drum Brakes ................. New Standard Feature on all. 
¢ Individual Reclining Seat ....... i a Optional on all. 
e Wheel Covers ...............05. Continues Standard on Brougham, 


Optional on SST. 


¢ Inside Hood-Lock Release ............ New Standard Feature on all. 
¢ Front Bumper Guards .................. Continues Standard on all. 
e Rear Bumper Guards ......... New Standard Feature on Sedans and 
Hardtops (was optional). Not available 

on Wagons. 


See “Options” section for complete list of options. E-7 








Optional Individual Reclining 
Seats with pleated-vinyl trim. 





Issued May 24, 1971 (Subject to Change) :. 
Revised July 2, 1971, Jan. 17, 1972 Trim 


1972 


Fabric 
‘Gemini’ 


Standard 


Perforated Vinyl 
‘Uganda’ Opt. 





AMBASSADOR SST | Trim 


Colors 


SEAT, TRIM & COLOR AVAILABILITY 


(Std. Wagon) 
] a T 





Models | Front Seat Type ‘T’ Codes 





Bench Seat, Full Back—Standard 
4-Door Sedan —— 
"Individual Reclining Seats—Optional 





4-Door Wagon 





Bench Seat, Split Back—Standard 
2-Door Hardtop 
Individual Reclining Seats— Optional 
12 Exterior Colors, Standard 
11 Two-Tones, Optional 


Body Color 
Code Number 


Snow White 











Stardust. Silver, Metallic 





li Jetset Blue, Metallic (Medium) 





“Admiral Blue, Metallic (Dark) 





Grasshopper Green, Metallic (Medium) 





Hunter Green, Metallic (Dark) 





Yuca Tan, Metallic 





Baja Bronze, Metallic 





Cordoba Brown, Metallic 





Canary Yellow 





Trans-AM Red 





Sparkling Burgundy 


TWO-TONES: Optional only with Snow White (Al) in combination with any other listed color. 
VINYL ROOF: Optional on Sedan and Hardtop. ‘‘Baja” grain vinyl-covered roof, as follows: 
Those without numbers are available with Black or White. 
Those marked ‘‘1” are available with Black, White or Blue. 
Those marked ‘‘2”’ are available with Black, White or Green. 
Those marked ‘‘3” are available with Black, White or Brown. 


Those marked ‘4” are available with Black, White, Green or Brown. 


Those marked ‘‘5” are available with Black, White, Green, Brown or Blue. 


HI Combination Cancelled from Production, March 6, 1972. 






Standard Bench Seat (2-door) with 
fabric trim. Full back seat for 
4-door (vinyl trim standard in wagon). 









Standard Bench Seat 
(2-door) with optional vinyl 

trim. Full back seat for 4-door 
(vinyl trim standard in wagon). 














STANDARD “GEMINI” AM BASSAD 
FABRIC (Not Available on Wagon) 


Witaminl A in 
—Tigpe—NN i 


pene eter pasemnncen 4) 


91-Aor-C BLACK 93-A or -C BLUE 94-A or -C GREEN -Aor-C TAN 


OPTIONAL “UGANDA” PERFORATED VINYL (Std. on Wagon) 


._ >. + & & — aS 


BLACK GREEN 96-B or -D TAN/BUFF 





AMBASSADOR SST 






4-Door Sedan, Model 7285-5 


2-Door Hardtop, Model 7289-5 





4-Door Station Wagon, Model 7288-5 
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AMBASSADOR BROUGHAM 


4-Door Sedan, Model 7285-7 









2-Door Hardtop, Model 7289-7 


4-Door Station Wagon, Model 7288-7 
































Issued May 24, 1971 (Subject to Change) Fabric Perforated Viny! Fabric 






Revised July 2, 1971, Jan. 17, 1972 ‘Virgo’ ‘Uganda’ Opt. ‘Harem’ Std. 
Standard (Std. Wagon w/Opt. Seats 
1972 AMBASSADOR & Buckets) 








BROUGHAM 


SEAT, TRIM & COLOR AVAILABILITY 
Models Front Seat Type ‘T’ Codes 


91} 93 | 94 | 96 | 91 | 93 | 94] 96 | 91 | 93] 94 
4-Door Sedan Bench Seat—Full Back—Standard EEE Tet tA 
| Individual Reclining Seats—Optional - | aa 
Scere aic tae ors are a 


2-Door Hardtop Bench Seat—Split Back—Standard 
Individual Reclining Seats—Optional N N V V V V 
S S 
Woodgrain Side & Rear Panels 
Std. on Wagon (less stripes) 
@s 


Bucket Seats—Optional 
Snow White e | @:3 | 
Stardust Silver, Metallic : @ | @ 
Jetset Blue, Metallic (Medium) _ @:| @ 
Admiral Blue, Metallic (Dark) 
Grasshopper Green, Metallic (Medium) 
Hunter Green, Metallic (Dark) 
Yuca Tan, Metallic 


Baja Bronze, Metallic 






Black 
Green 
Black 
Green 
Black 
Green 






Blue 
Tan 

Blue 
Blue 































































12 Exterior Colors, Standard stripe 
11 Two-Tones, Optional Standard 





(NA Wagon) 







Body Color 
Code Number 








































































Cordoba Brown, Metallic 
Canary Yellow 
Trans-Am Red 
Sparkling Burgundy 




























TWO-TONES: Optional on Sedan and Hardtop, only with Snow White (Al) in combination with any other listed color. 24 Combination 
VINYL ROOF: Optional on Sedan and Hardtop. “Baja” grain vinyl-covered roof, as follows: C d 
Those without numbers are available with Black or White. ancelle 
Those marked “1” are available with Black, White or Blue. from 
Those marked “2” are available with Black, White or Green. Production 
Those marked ‘‘3” are available with Black, White or Brown. 1 
Those marked ‘‘4” are available with Black, White, Green or Brown. March 6, 1972. 


Those marked “5” are available with Black, White, Green, Brown or Blue. 





Optional Hardtop Bucket Seats 
with pleated-viny! trim 
(includes center cushion and 
fold-down armrest). 


Optional Individual Reclining 
Seats with pleated-vinyl trim 
(vinyl standard in wagon). 











Standard Bench Seats 
with fabric trim (vinyl trim 
standard in wagon). Optional Individual 
Reclining Seats with 


custom ‘Harem’ fabric trim (included). 
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STANDARD “VIRGO” FABRIC AMBASSADOR 
(Not Available on Wagon or with BROUG Li AM 


Opt. Hardtop Bucket Seats) 


















91-E BLACK 93-E BLUE 94-E GREEN 96-E TAN 


OPTIONAL “UGANDA” PERFORATED VINYL 
(Std. on Wagon & with Opt. Hardtop Bucket Seats) 


7? bh ee Ss ee SB 
> = fe ae 
Ss. ee Se 
a. Se ee eS 
i on ie oe 
=e eS Sere 
> & S eee 
t= Ss ee eS oe oe 
S&S ee ee 
> ks 2. eS aa Se ee 
+ +. ee Ss 


eS ee Se Se ee ee 
st ee Se See 


* . es + * 
es . et eS SS 
— = S e-e S-e eS SS 
> eS 2 SSS 
«es © y S 


2 Ss Se eS Se SS 





94-F,-N or -S GREEN 


rong 7 a5 aa 
“HAREM” CUSTOM FABRIC 
with Opt. Individual Reclining Seats 


91-F,-N or S-BLACK 





91-V BLACK 93-V BLUE 94-V GREEN 96-V TAN 
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1972 Ambassador SST 4-Door Sedan with new horizontal twin-bars added 
to grille. Standard are front and rear bumper guards, wheel-opening moldings 
and between-wheels rocker panel moldings (full-length rocker panel mold- 
ings, standard on Brougham Sedan and Hardtop). Vinyl roof and wheel covers 








are optional. 

1972 AMBASSADOR MODEL AND ENGINE AVAILABILITY 
Total Ambassador model count 6 ‘Power Teams’”’...5 Engines... 
reduced to 6 (was 7): 2 Transmissions 
DPL 4-Door Sedan... Discontinued 258-1B (Fleet only)... “Torque-Command”’ 
(6 & V-8) and replaced by SST with new (column) 

price action. 3-Speed Manual, 
Full-Synchromesh 

SST (V-8) | 2-Door Hardtop (column) 

_ 4-Door Sedan 
4-Door Wagon, 2-Seat and Opt. 304-2B V-8...\ ‘“Torque-Command” (col- 
3-Seat. Standard Roof Rack. 360-2B V-8 ...} umn for all models, console 

360-4B V-8...| dropped for Brougham 
Brougham 2-Door Hardtop 401-4B V-8...( Hardtop with Opt. Bucket 
(V-8) 4-Door Sedan Seats, which continue with 


4-Door Wagon, 2-Seat and Opt. 
3-Seat. Standard Roof Rack, 
Air Deflector and Woodgrain 


center cushion andarmrest). 
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1972 Ambassador SST 2-Door Hardtop shows new taillight and rear center 
‘panel treatment. Vinyl roof and wheel covers, shown, are optional. 


EXTERIOR 


New minor exterior trim and ornamentation. 


Front: 3 new horizontal bars added to grille. Front 
bumper guards again standard on all Ambas- 
sador models. 


Side: New full-length, dual pin stripes for Brougham, 
standard (NA on SST). . 


Wheel-opening moldings standard. 
Full-length rocker-panel moldings standard on 
Brougham sedan and hardtop. 


Between-wheels rocker-panel moldings stan- 
dard on Brougham wagon. 


Between-wheels rocker-panel moldings stan- 
dard on SST. 


New wheel covers optional on SST (was stan- 
dard.) Standard on Brougham. 


New optional Turbo-Disc (replaces Turbo- 
Cast). Wire wheel covers cancelled. 

Present 14” x 6” spoke-style wheels continue 
optional. 

304 and 360 V-8 emblems on front fenders are 
deleted (401 retained). 


Rear: New taillights and center panel trim for sedan 
and hardtop. 


Ambassador script replaces block letters. 
Rear bumper guards are a new Standard item 
on sedan and hardtop (NA wagon) 
New, livelier exterior colors. 12 offered (10 new, 2-1971). 
Optional 2-tone paint limited to Snow White only (was 
also Classic Black), for sedan or hardtop roofs, and 
SST wagon side and rear panels. 
New Brown vinyl-roof, optional on sedans and hard- 
tops. Addition to Black, White plus new hues of Blue 
and Green. All have new ‘‘Baja”’ grain pattern. 
New shape for standard outside rear-view mirror. 


New factory-installed radio antenna retracts down to 
3” (was 22”). Factory installation of antenna (was 
dealer installed) permits ‘‘tuning’ of radio with an- 
tenna. Prevents breakage at automatic car wash. 
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Motors 
1972 Ambassador Brougham 4-Door Wagon. Standard equipment includes 
roof rack, tailgate air deflector, between-wheels rocker panel moldings, wheel 
covers, and woodgrain side and rear panels (rear panel is light-reflecting). 

1972 AMBASSADOR EXTERIOR FEATURES COMPARISON 
FEATURE SST BROUGHAM FEATURE SST BROUGHAM 
Drip Moldings Std Std Bumper Guards, 
; Rubber Padded— 

Fence Molding Std Std Front Sta Sid 

Paint Accent Stripe NA Std (A) Rear (NA Wagon) Std Std 

Wheel Opening Molding Std Std Deck Lid and Rear Fender 

Rocker Panel Molding Std(B) Std (C) Molding Std Std 

Hub Caps Std NA Hood Insulation GRP Std 

Wheel Covers— Wagon Woodgrain, Color 

Standard Type Opt Std Keyed (Reflective on Tailgate) NA Std 
Custom Type Opt Opt Roof Rack (Wagon) Std Std 
Turbo-Dise Type Opt Opt Roof Tailgate Air Deflector 

Spoke-Style Wheels, 14” x 6” Opt Opt (Wagon) Opt Std 

“C” Pillar Medallion SST Brougham Windshield Reveal Molding Std Std 

Nameplate—Front Fender Rear Window Reveal Molding Std Std 

Ambassador” Script Std Std Tailgate Window Lower 

Engine Medallion—401 V-8 Molding Std Std 

(Front Fender) Std Std Molding—Body Side (Rub Rail) Opt  Opt(A) 

/mihassador Script — Corporate Logo on Deck 

Wieden Tailgate oe sid Upper Panel/Tailgate Std Std 

Ambassador Script— 

Trunk Lid (Sed. & Ht.) Std Std (a)—Nobtor Brolghaminagen, 

Ambassador Script—Grille Std Std (B)Between Wheels. 


(C)Full Length on Sedan and Hardtop. Between 
Wheels on Wagon. 
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1972 Ambassador Brougham Hardtop interior show optional ‘Harem’ custom- 


fabric-and-vinyl trim on the new “infinitely-variable”’ 


individually-adjustable 


reclining seats. Seats also feature recessed and adjustable head restraints. 


INTERIOR 


New, livelier interior colors and trims. Black, Blue, 
Green and Tan. 


New “infinitely-variable’”’ individually-adjustable re- 
clining seats, optional (was std. on Brougham). In- 
finitely-variable feature, introduced previously on '71 
Hornet, replaces present 6-position recliner. 


New “recessed” adjustable head-restraints for op- 
tional new “infinitely-variable” individually-adjust- 
able reclining seats (standard on Brougham). 


New slim-styled door armrests improves appearance 
and function. 


New rectangular motif for instrument cluster (replaces 
twin-dial). 


New trim details for instrument panel to improve ap- 
pearance. 


New under-instrument-panel inside hood-lock re- 
lease, standard for all Ambassadors. Helps prevent 
theft and eliminates less-convenient, under-bumper 
location. 


New higher-gloss finish and “soft feel’ material for 
steering wheels improves appearance and feel. Late- 
Oct. production. 


New (’71%2) 3-spoke 15” sports steering wheel op- 
tional. 2-spoke 16” custom wheel standard. 


New heating and air conditioning control system. 
Easier to understand and operate. Relocated on 
right side of steering column (was left) for greater 
convenience.: 


New vacuum-actuated controls eliminates need for 
cable adjustment, assuring reliability of heating and 
air conditioning system. 


New larger air conditioning air outlet (also heat) on 
left side of instrument panel for improved air flow. 
Replaces small outlet above instrument cluster. 


New 4-speed blower for air conditioning and heating 
(was 3-speed). 


New retaining mechanism for hardtop side glass 
provides better fit and seal to reduce wind noise and 
weather leaks. 


New, more convenient location for optional remote- 
control mirror adjusting knob. 


New AM/FM multi-plex stereo radio. Opt. all models 
(was NA on ’71 wagons.) With 2 rear-seat speakers 
and 2 front-door speakers for sedans/hardtops. With 
2 front-door speakers for wagons. Introduced on 1971 
Javelin. Tape player option dropped, however, dealer 
accessory kit continues. 


New Removable Stowage/Litter Pouch for both front 
doors, optional. 


New rear cargo net for wagons included in optional 
Visibility Group. 


New urethane-foam-backed carpet for 2-seat Am- 
bassador wagons eliminates snaps (3-seat continues 
with snap-on carpet). 


New “‘soft-feel’” knob for column shift lever and turn- 
signal lever (not with speed control). 


1972 
AMBASSADOR 


1972 Ambassador Brougham instrument panel features new rectangular motif. 
Optional Adjust-O-Tilt steering column and sports steering wheel, also shown. 


1972 AMBASSADOR INTERIOR FEATURES COMPARISON 


American 
Motors 
FEATURE SST BROUGHAM 
Cigarette Lighter Std Std 
Glove Box Lock Std Std. 
Trunk-Cargo-Glove 
Box Light Std Std (A) 
Parking Brake Warning 
Light GRP Std (A) 
Steering Wheel— 
Custom (16”) Std Std 
Sports (15”) Opt Opt 
Clock GRP GRP 
Instrument Panel— 
Cluster Woodgrain Woodgrain 
Right Side Color Woodgrain 
Switch Area Color Color 
Instrument Panel 
Nameplate Std Std 
Armrests—Front and Rear 
(Includes rear ash trays) Std Std 


— Overlay Woodgrain Woodgrain 
Individual Reclining Seats 
(Infinitely Variable) Opt Opt 











FEATURE SST BROUGHAM 
Bucket Seats {w/Center 

Cushion and Armrest) NA Opt (H/T) 
Floor Covering (Color 

Keyed) Carpet Carpet 


Head Restraints, Recessed With Ind. Reclining Seats 
Dome or ‘“C” Pillar Lights— | 


Door Switches—Front Std Std 
— Rear GRP Std (A) 

Trunk Mat Std Std 

Inside Hood-Lock Release Std Std 

Door Trim Panel Molding Std Std 

Door Trim Panel Overlays NA Std 

Large Lock Compartment 

(Wagon) Std Std 

Hidden Compartment Lock 

(Wagon) Std Std 

Vertically-Mounted Spare 

Wheel (Wagon) Std Std 

Coat Hooks Std (B) Std (B) 


(A)—Light Group Standard on Brougham. 
(B)—2 Additional in Cargo Area of Station Wagon. 
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1972 AMBASSADOR ENGINE-TRANSMISSION COMBINATIONS 
First figure in box is standard axle ratio; second figure, optional ratio. 





ENGINE 


258-1B 
TRANSMISSION Std. 304-28 
Std.—all 

Fleet Sales 







3-Speed Manual—Fleet 
Column-Shift 
All-Synchromesh 

(All exc. Wagons and California_cars) 
3-Speed Manual—Fleet 
Column-Shift 
All-Synchromesh 

(Wagons and California cars) 
Torque- Command—Standard 
Column-Shift 


3.15 





3.54 


3.54 


(no opt. 
axle ratio) 



















*Dual exhaust, optional tDual exhaust, standard 














360-2B 
Opt.—all 


3.15 2.87 2.87 2.87 2.87 
3.54 3.15 3:15 3.15 3.15 
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360-4B* 
Opt.—all 


401-4Bt+ 
Opt.—all 












MECHANICAL 


New ‘“‘Torque-Command’”’ automatic transmission, built 
by Chrysler (‘“Torque-Flite’), replaces ‘‘Shift-Com- 
mand”, built by Borg-Warner. Smoother shifts, quieter 
operation and greater durability. Standard on all Am- 
bassadors. Column-shift (console dropped). 


New lower-compression ratio of 8.5:1 (was 9.5:1) for 
401 CID V-8 option permits use of regular-grade, low- 
lead, or no-lead fuels of 91 octane or higher (as were 
all other AM engines in 1971). With no-lead fuel, use 
regular-grade leaded fuel at every 4th tank fill. New 
net horsepower and torque ratings (see Section G). 
Balance of V-8 engine/transmission combinations 
same as 1971 (6-cylinder limited to fleet sales). 


New stamped rocker arms on 6’s and V-8’s use ‘“‘cylin- 
drical’” bearings (was ‘“‘ball/stud” type) for longer 
service life and quieter operation of valve train 
(running change). 


New option of ventilated-rotor front disc brakes, 
power, on fleet sales 6 (was V-8 only). 


New standard feature of power drum brakes for all 
Ambassadors (was opt.). 


New Saginaw power steering pump for V-8’s replaces 
Eaton pump. Better quality and quieter operation. 
Saginaw pump previously for 6’s only. Also, new belt 
tension adjustment assures proper belt tension (V-8 
only). 


New ‘‘zero-lash”’ ball joint for front suspension upper 
pivot gives quieter, smoother operation plus longer 
service life. New 1-piece ball/stud (replaces 2-piece) 
is stronger, seals tighter and retains tolerance longer. 
Late-Sept. production. 


New, more compliant rubber bushings for front sus- 
pension strut rod reduces road-noise and harshness. 


New, lower rear suspension outer-arm pivot points for 
wagon improves lateral stability under all driving 
conditions. 


New separate option of rear sway bar improves lateral 
stability without hard ride. Handling package option 
continues (heavy-duty front/rear springs/shocks, plus 
rear Sway bar). 


New 20 gallon tank (was 17) for 2- and 3-seat wagons 
increases cruising range. Sedans and hardtops con- 
tinue with 19.5 gallon tank. 





au 


Ambassador's (and Matador’s) 4-Link, Trailing-Arm rear 
suspension. Wagons models feature a repositioned outer- 
arm pivot, in ’72, which further improves lateral stability. 
Rear sway bar, shown, is a new separate option and also 
continues as part of the Handling Package (for all models). 
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“Dual-Swing”’ tailgate is standard on Ambassador wagons. Cargo net, new 
addition to wagon Visibility Group, has elastic action which holds groceries 
and other parcels snugly against closed tailgate. 


OTHER DETAILS 


New 2-speed electric windshield wipers and electric 
washers standard, replacing vacuum. Optional Visi- 
bility Group includes 3-speed wipers (also separate 
option). 


Product content of ‘‘group/package”’ options revised 
for greater sellability. 


New plug-in socket at firewall in main wiring harness 
improves reliability, uniform quality and servicing. 
Previously introduced on 1970 Gremlin and Hornet. 


New electric motor seals for improved reliability of 
“Power-Lift’”’ side windows, option. 


New more powerful and better sealed electric motor 
for improved operation of “Power-Lift’’ tailgate win- 
dow, optional (standard with 3rd seat option). 


New stronger front-seat tracks for improved safety. 


New stronger seat-belt anchorages for improved 
safety. 


New ‘“‘Auto-Loc”’ retractable front and rear outer seat 
belts with push-button release. Also, automatic visible 
and audible device to warn if either occupied outboard 


ae 


seat belt is not fastened. Federal regulations require 
for all cars by January 1, 1972 (our effective point). 
Also, all new belts will be Black, instead of color- 
keyed, starting January 1, 1972. Present belts will be 
Black by about November 15, 1971. 


New quiet-tone (less harsh) for ignition-key warning 
buzzer (and headlights-on warning buzzer, part of 
optional Light Group). 


Low-Fuel Warning Light dropped from optional Light 
Group due to variable accuracy. 


Tinted-glass windshield option only, cancelled. 
Tinted-glass option all-around continues. 


New single-line whitewalls replace twin-line white- 
walls (optional). 


For Ambassador (and Matador) sedans and hardtops, 
“belted” tire construction is replaced with four-ply 
“unbelted’’ construction in both E78 and F78x14 
(black and whitewall) resulting in a smoother ride. In 
addition, E78 and F78x14 ‘‘belted”’ construction white- 
walls will be offered as optional equipment. 
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1972 AMBASSADOR DIMENSIONS 


= 
4-DOOR 4-DOOR- 2-DOOR 
SEDAN WAGON HARDTOP 
Wheelbase 122.00 122.00 122.00 
Length 211.14 209.73 211.14 
Width 77.24 77.24 77.24 
Height 55.54 56.70 54.86 
Overhang, Front 35.66 35.66 35.66 
(w/guards) (w/guards) (w/guards) 
Rear 53.48 52.07 53.48 
(w/guards) (no /guards) (w/guards) 
Tread, Front 59.94 59.94 59.94 
, Rear 60.00 60.00 60.00 
Tire Size, 
6-Cyl., Std. (C) E78x14 - - 
, Opt. (C) F78x14 & - = 
G78x14 
V-8, Std. E78x14 (A) H78x14 E78x14 (A) 
, Opt. F78x14(A)  — F78x14 (A) 
, Opt. G78x14(A) — G78x14 (A) 
Turning Circle 
Diameter 40’5” 40’5” 40’5” 
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AMBASSADOR 


4-DOOR 4-DOOR 2-DOOR 


SEDAN WAGON HARDTOP 


Head Room, Front 39.60 
, Rear 37.47 
Leg Room, Front 41.80 
, Rear 38.60 
Shoulder Room, 
Front 60.00 
Rear 60.00 
Hiproom, Front 60.30 
, Rear 60.40 
Trunk Luggage Vol., 
Cu. Ft. 18.20 
Fuel Tank, Gallons 19.5 
Brake Dia./Sq. In. 10”/167 


F78x14; optional size is G78x14. 


39.88 
38.71 


41.80 
38.60 


60.00 
60.00 


60.30 
60.40 


91.12(B) 
20.0 
10”/196 


38.95 
36.60 


41.80 
35.50 


60.00 
59.00 


60.30 
59.50 


18.20 
OES) 


10”/167 


(A) On sedans and hardtops, tire sizes listed are for 
304 and 360 V-8’s. With 401 V-8, standard tire size is 


(B) 99.12 including under-floor storage space. 


(C) 6 Cylinder is for Fleet Sales 


only. 
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American Motors 
Introduces 
The Guaranteed Car. 


lf anything goes wrong 
with your 1972 car 

and it’s our fault, 

we'll fix it free. Anything.* 





American Motors 1972 Buyer Protection Plan. 


For years, car buyers in this country have been 
saying that instead of shiny new chrome every 
year, what they really want is a good car they 
can count on. 


That’s why American Motors and its dealers put 
together their 1972 Buyer Protection Plan. 


* Read how the five-part program works for you, and 
see the details of the Guarantee on the next page. 


1972 Owner’s Manual Supplement 
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1. A Strong Guarantee in Plain English. 


1972 New Car Guarantee 


When you buy anew 1972 car from an American Motors dealer, 
American Motors Corporation* guarantees to you that, except for 
tires, it will pay for the repair or replacement of any part it supplies 
that is defective in material or workmanship. 


This guarantee is good for 12 months from the date the car is first 
used or 12,000 miles, whichever comes first. All we require is that 
the car be properly maintained and cared for under normal use and 
service in the 50 United States or Canada and that guaranteed 
repairs or replacements be made by an American Motors dealer. 


This guarantee is in lieu of all other guarantees or warranties, 
express, implied or implied in law, of American Motors Corporation 
or others, including implied warranties of merchantability or 
fitness for a particular purpose. 


*In Canada: American Motors (Canada) Ltd. 





This Guarantee gives you 12-month or 12,000-mile coverage on a lot of 
things most car warranties don’t. It covers air conditioning, battery, radio, 
wiper blades, front-end alignment, light bulbs—literally everything 

we put on the car except tires. 


In other words, if something we did goes wrong with your ’72, you won’t 
have to pay for the parts and the labor. We will. 


Three more related features of the Guarantee are as follows: 


Guarantee Service for Owners Who Move or Travel. 

If you move to a new locality or you are traveling, authorized 
American Motors Dealers in the 50 United States or Canada will 
perform Guarantee repairs for you. 

Guarantee Coverage for Subsequent Owners. 

After the first owner of a new 1972 American Motors car, subsequent 
owners are eligible for any unused Guarantee coverage and may 
purchase a replacement Owner Identification Card for $2.00 
through an American Motors Dealer. 

Tire Warranty. 

The tire manufacturer warrants the tires supplied with your new car. 
Any tire-warranty adjustments are handled directly with owners by 
the tire manufacturer’s distributors, dealers or retail stores. Your 
American Motors Dealer will assist if you need help in 

securing an adjustment. 


2. A More Thoroughly-Checked Quality Car from The Factory. 


Naturally, we wouldn’t be backing our cars like this if we weren’t more 
sure of them than we’ve ever been before. For 1972, we’ve put in more 




















product improvements, more quality-control steps, more tests and more 
people to see that your car, upon leaving our factory, was as perfect 
as man and machine could make it. 


3. A More Thoroughly-Checked Quality Car from Your Dealer. 


At the dealer’s, your car was checked over again. Your car was serviced 
and road-tested for starting, handling, braking and overall performance 
in accordance with the Dealer Pre-Delivery Service Standards. When the 
serviceman completed the test, he signed a certifying report and slipped 
it over the sun visor, where you can see it. 

And, when aman signs his name to something, you can be sure 

he’s done his job. And done it right. 


4. A Loaner Car When You Need lt. Free. 


Not only do we offer you a strong guarantee and a thoroughly-checked 
car by the factory and your dealer, we've set up a system to back it up 
without inconveniencing you. 

If your car needs Guarantee repair work, and ‘‘same-day”’ (morning to 
evening) service cannot be completed, your participating dealer will 
provide you with a free loaner car for overnight use and until 

your Car is ready. 


A nice, clean, well-equipped car in good condition. Free. 
5. A Direct Line to Detroit. Toll Free. 


We've made some big promises, and we fully intend to keep them. But, 
just in case you have a problem, we have a way of handling it. As an owner 
of a’72, you get a toll-free number of a person in Detroit, or Brampton 
(Canada). If you call, we promise you you'll get results. And fast. 

So, if aservicing problem or other difficulty occurs, we suggest the 
following steps: 

1. First, try to resolve the problem at the dealership with the Service 
Manager or other top official. 

2. If this fails, call the local American Motors Sales Corporation Zone 
Office or ask your dealer to do so. A Zone list is in the 
Owner’s Manual. 

3. If neither of the above yields results, call us in Detroit. Just dial 
800-521-7500 (800-572-9570 from Michigan), toll-free, between 
7:30 A.M. and 7:30 P.M. (EST), Monday through Friday. Or, if in 
Canada, 800-261-0800 for Brampton’s aid. Or you can write, 
if you prefer. 


That’s it. The Buyer Protection Plan. 


These aren’t just fancy words. We mean it. 


Nobody in the business does as much for you after you buy a car, and ie 
takes a lot of time, men and money to do all these things. 


But we think it’s worth it. 
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Owner and Vehicle Identification 


This Owner’s Manual Supplement entitles you to Guarantee 
service until you receive your Owner Identification Card (in about 
4 to 6 weeks). Then, to obtain Guarantee service, you should 
present the Owner Identification Card to the servicing 

American Motors Dealer. 


Your selling Dealer will enter your information on the card 
replica shown below: 


American Motors Vl 
Owner Identification Card 


Date of First Use 
Vehicle Identification Number (usually delivery date) 


Selling Dealer Code Number p> 


Not a wallet card. Keep in glove box. 





Enter Owner Name and Address 
Enter VIN 

Enter Dealer Code 

Enter Date 


Keep the plastic card and this document in your car. 


American Motors Corporation @ 14250 Plymouth Road 
® Detroit, Michigan 48232. 


American Motors (Canada) Ltd. @ 350 Kennedy Road South 
®@ Brampton, Ontario 


1972 Owner’s Manual Supplement—Part No. 3215651 * 1st Printing * Litho in U.S.A. 





American Motors Vi 


er 
Protection 
Plan 


1972 New Car Guarantee 


When you buy a new 1972 car from an American 
Motors dealer, American Motors Corporation guaran- 
tees to you that, except for tires, it will pay for the repair 
or replacement of any part it supplies that is defective 
in material or workmanship. 


This guarantee is good for 12 months from the date 
the car Is first used or 12,000 miles, whichever comes 
first. All we require is that the car be properly main- 
tained and cared for under normal use and service in 
the 50 United States or Canada and that guaranteed 
repairs or replacements be made by an American 
Motors dealer. 


This guarantee is in lieu of all other guarantees or 
warranties, express, implied or implied in law, of 
American Motors Corporation or others, including 
implied warranties of merchantability or fitness for a 
particular purpose. 





AM 3217362 
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Deal r Your American Motors Dealer certifies that your new 1972 
e American Motors car has been serviced in accordance 


a " with the Dealer Pre-Delivery Service Standards. This 
Pre-Delivery Service service covers certain inspection requirements, including 
a comprehensive road test (see reverse side), and 
and Road Test correction of all items not meeting American Motors 
gate * specifications. 
Certification 


These checks and tests are done: 
L]CHASSIS [JENGINE COMPARTMENT []BODY [JINSIDE CAR []ROAD TEST [AFTER ROAD TEST 
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Dealer 
Road Test 
Procedure 


Check items 1 through 7 before starting the engine. Fasten safety belts, and proceed 
with cold engine start from dealership, with the first 3-5 miles being low-speed, stop and 
go, city-type driving, including some rough road surfaces, making left and right turns 
for handling and riding quality and for checking items 8 through 25. Then operate 

car on highway at the indicated speeds for checking performance and handling 

and for checking items 26 through 32, before returning to dealership. 





Lew 


Check before starting engine: 


1. Horn 

2. Rear view mirrors 

3. Anti-theft ignition, steering, transmission 
lock and warning buzzer 

. Shift selector pointer alignment 

. Parking brake and warning light 

. Dash systems indicator lights 

. Neutral safety switch (R D no start) 


NOOO fF 


Fasten safety belts 


Check engine start-up 


Check during engine warm-up: 


8. Positive park engagement 
9. Carburetor choke 

10. Fast idle speed 

11. Throttle action 


12. Transmission shift (cold) 
a. upshift (light throttle) 
b. downshift (closed throttle) 
c. manual upshift/ downshift 


13. Brakes (low-speed application) 27. Steering wheel spoke alignment 
a. pull left 28. Steering (as affected by camber, caster and 
b. pull right toe-in) 


c. rear wheel lock-up 


d. overall effectiveness a. pull left 
: ; b. pull right 
14, Engine (during warm-up) b uanears 


a. stumble on acceleration 
b. stalling at stops 


15. Dash instruments 

16. Heater and defroster controls, outlets 
17. Air conditioner controls, outlets 

18. Fresh air vents 

19. Windshield wipers 

20. Windshield washers 


29. 


30. 


d. return on cornering 
Wheel balance (vibration) 
a. rear wheels 
b. front wheels 
Brakes (high-speed application) 
a. pull left 
b. pull right 
c. rear wheel lock-up 
d. overall effectiveness 


; 31. Wind noise/air leak 

21. Handling on rough roads =. windshietd 

22. Squeaks b. front doors 

23. Rattles c. front door windows 

24. Radio: set push-buttons d. rear doors ; 

p e. rear door windows 

25. All accessories f. liftgate 
Check with engine at normal operating g. tailgate and window 
temperature: 32. Transmission shift (normal operating 


26. Engine operation (normal temperature) 
a. acceleration 
b. various constant speeds 
c. deceleration 


temperature) 
a. upshift (medium and full throttle) 
b. downshift (full throttle) 
c. manual upshift/downshift 


AM 3217251 
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AMERICAN MOTORS 1972 
BUYER PROTECTION PLAN. 

For years, car buyers in this country have 
been saying that instead of shiny new chrome 
every year, what they really want is a good car 
they can count on. 

That's why American Motors and its dealers 
put together their 1972 Buyer Protection Plan. 

Here’s how it works: 


A STRONG GUARANTEE 
IN PLAIN ENGLISH. 


| vi 








Motors dealer, American Motors Corporation guarantees 

to you that, except for tires, it will pay for the repair or re- 

||| placement of any part it supplies that is defective in material 

or workmanship. 

This guarantee is good for 12 months from the date 

| the car is first used or 12,000 miles, whichever comes first. 
All we require is that the car be properly maintained 

||| and cared for under normal use and service in the fifty 

||| United States or Canada and that guaranteed repairs or | 

||| replacements be made by an American Motors dealer. 

| 


if = = — = 
\| When you buy a new 1972 car from an Rates | 
| 
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This guarantee gives you 12-month or 
12,000-mile coverage on a lot of things most 
car warranties don’t. It covers air conditioning, 
battery, radio, wiper blades, front end align- 
ment, light bulbs—literally everything we put 
on the car except tires. 

In other words, if something we did goes 
wrong with one of our "72's, you won't have 
to pay for the parts or the labor. We will. 


A MORE THOROUGHLY- CHECKED CAR. 

FROM THE FACTORY AND THE DEALER. 
Naturally, we wouldn't be backing our cars 
like this if we weren’t more sure of them than 


f 


“a <i — ce — >. ~ *. 
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Javelin 


a 
Sremalin © 4 @ Matador oS Brenton 
we've ever been before. For 1972, we've put in 
more quality control steps, more tests and 
more people to see that every car leaving our 
factory is as perfect as man and machine can 


make it. bag ; 
At the dealer’s, it’s checked over again. 


Every car (not one of 50, one of 5, every one) 
is road-tested for starting, handling, braking 
and overall performance. When the service- 
man completes the test, he signs his report and 
slides itover the sun visor, where you can see it. 

And, when a man signs his name to some- 

= ing, you can be 
sure he’s done his 


job. And done it 
right. 





ALOANER CAR WHEN YOU NEED IT. FREE. 


Not only do we offer you a strong guarantee, 
we've set up a system to back it up without 
inconveniencing you. 

If you have to leave your’72 overnight for 
guarantee repairs, over 2,000 dealers 
will loan you one of 
cars. A nice, clean, 
well-equipped car 
in good condition. Free. 


—TR) 
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A DIRECT LINE TO DETROIT. TOLL-FREE. 
We're making some big promises, and we 


fully intend to keep them. But, just in case you 
have a problem, we have a way of 
handling it. When you buy a '72, 
ou get the name and toll-free num- 
bes of a person in Detroit. 

If you call, we promise you you'll 
get results. And fast. 

These aren't just fancy words. 

We mean it. 

Nobody in the business does as 
much for you after you buy a car, 
2 and it takes a lot of time, men and 

money to do all these things. 

3 But we think it’s worth it. 

Since we're giving American car- 
buyers exactly what they say they want, 
we should sell more cars than we've 


ever sold before. Vil 


American Motors 
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1972 ENGINE SPECS & ALLOCATION 


























































1972 AM ENGINE 6-CYLINDER ENGINES V-8 ENGINES 
SPECIFICATIONS 232 CID | 258 CID | 304 CID | 360 CID | 360 CID | 401 CID 
& ALLOCATION 1B. 1B. 2B. 2B. 4B. 4B. 
Displacement, Cu. In. 232 258 304 360 360 401 
, Cu. Cent. 3802 4229 4983 5900 5900 6572 
Bore 3.75 3.75 3.75 4.08 4.08 4.165 
Stroke 3.50 3.90 3.44 3.44 3.44 3.68 
Taxable HP (License) S875 33.75 45.00 53.27 53.27 5Si51 
Net Horsepower, Single Exh. 100@3600 | 110@3500 | 150@4200 | 175@4000 | 195@4400 = 
, Dual Exh. _ - - — 220@4400 | 255@4600 
Net Torque, Single Exh. 185@1800 | 195@2000 | 245@2500 | 285@2400 | 295@2900 
, Dual Exh. _ - = - 315@3100 | 345@3300 
Compression Ratio 8.0:1 8.0:1 8.4:1 8.5:1 8.5:1 8.5:1 
Carburetor 1-Barrel 1-Barrel 2-Barrel 2-Barrel 4-Barrel 4-Barrel 
(A) Fuel Recommended Regular Regular Regular Regular Regular Regular 
Engine for... | 
Gremlin Standard | Optional | Base V-8 = -- — 
Hornet Standard | Optional | Base V-8 | Optional = - 
Javelin SST Standard | Optional | Base V-8 | Optional | Optional | Optional 
Javelin AMX - = Base V-8 | Optional | Optianal | Optional 
Matador Sedan & Hardtop Standard | Optional | Base V-8 | Optional Optional Optional 
Matador Wagon — Standard | Base V-8 | Optional | Optional | Optional 
Ambassador — Fleet Base V-8 | Optional | Optional Optional 
Sales 
Only 








(A) See page G-4. 
Note: Net horsepower and net torque figures (based on SAE-J245 standard) represent actual output of the 
engines including fan and vehicle exhaust system. 


Six-Cylinder Engine V-8 Engine 
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SIX-CYLINDER ENGINE FEATURES 

The American Motors Six is a modern overhead-valve 
design that features a thinwall, precision-cast iron 
block that affords maximum rigidity and noise- 
dampening with minimum deadweight. The crankshaft 
is Supported by seven main bearings (one on each 
side of each connecting rod) to minimize crankshaft 
flexing and extend bearing life. Unlike four-cylinder 
engines used in some competitive cars, the American 
Motors Six is inherently dynamically balanced, pro- 
vides more power impulses per revolution which pro- 
duce a smoother, quieter flow of power that is easier 
On passengers as well as power-train components. 
Additional features include: 


¢ Hydraulic valve lifters (eliminates valve adjustment 
and gives quieter operation) 

« New stamped rocker arms with ‘‘cylindrical’’ bear- 
ings (longer service life) 

« Full-pressure, full-filtration lubrication 

















Front Cross-Section View, Six-Cylinder Engine. 
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Electronic alternator with transistorized voltage 
regulator (improved for ’72) 

“Clear-Power”’ battery (easier to check fluid levels) 
Aluminized muffler system 

Designed for regular leaded, low-lead or no-lead 
fuels (see page G-4) 

NEW ‘‘cold-start” and ‘cold engine driving” features 
include: 


Thermostatically-controlled air cleaner reduces 
stumble, surge and flame-out (not on Matadors or 
Javelins with automatic transmissions) 


Revised camshaft profile for all States, plus special 
design for California cars to meet different emis- 
sion standards (improves choke control and gives 
better all-round driveability) 


Higher-velocity induction system (improved fuel 
vaporization for better driveability) 





Left Cross-Section View, Six-Cylinder Engine. 





V-8 ENGINE FEATURES 

The American Motors V-8 is a modern short-stroke 
design that minimizes piston speed (and wear) and 
keeps reciprocating weight to a minimum to provide 
lively engine response to throttle commands. The 
fully-counter-weighted crankshaft is supported in five 
husky bearings to insure smooth powerflow and excel- 
lent durability. Specially-shaped combustion pockets 
in the cylinder and piston heads minimize combustion 
harshness, yet preserve efficiency and fuel economy. 
This year, even the powerful 401 cubic-inch, four- 
barrel V-8 delivers premium performance on regular 
leaded, low-lead or no-lead fuels (see page G-4). 


Other features include: 

+ Hydraulic valve lifters (quieter operation) 

¢ Full-pressure, full-filtration lubrication 

+ ‘“‘Clear-Power” battery (easier to check fluid levels) 


¢ Aluminized muffler system (dual mufflers standard 
on 401 V-8, optional 360 4-Bbl V-8) 








Left Cross-Section View, V-8 Engine 
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+ NEW “‘cold-start’” and ‘“‘cold-engine-driving” fea- 
tures include: 

New anti-dieseling solenoid valve added to 360 
2-B. and 4-B. V-8 carburetors with automatic 
transmission (prevents engine running after igni- 
tion is turned off) 


Thermostatically-controlled air cleaner reduces 
stumble, surge and flame-out (not on Gremlin 
or Hornet) 


Revised camshaft profile for all States, plus special 
design 304/360 engines in California cars to meet 
different emission standards (improves choke 
control and gives better all-round driveability) 

Choke-heat by-pass valve (improves driveability 
during warm-up) 

Engine-coolant temperature overide (improves spark 
advance timing) 

Modified “idle system’ (reduces cold-engine stalling) 


— 














Front Cross-Section, V-8 Engine 
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EMISSION CONTROL SYSTEMS AND “LOW-/NO-LEAD” FUELS 


The following systems are designed to help combat 
air pollution: 


“Nitrox-TCS”’ system continues as a required no-cost 
option for 1972 California cars to meet the “nitrogen 
oxides” regulations in California. /n all States, the 
TCS portion of the system (less ‘California’? cam- 
shaft) will be standard for 304 and 360 (was 304 only) 
V-8's with automatic transmission (to meet Federal 
“hydrocarbon” regulations). 


The “TCS” system reduces the emission of ‘nitrogen 
oxides’ (hence subcode, ‘“‘Nitrox’’) as a by-product 
of engine combustion. The engine's ignition system is 
monitored with a ‘transmission control spark’’ device 
(hence sub-code, ‘‘TCS’’). A solenoid valve, con- 
trolled by a switch in the manual or automatic trans- 
mission, regulates the vacuum Spark advance “‘signal’’ 
to the engine’s distributor. 


Fuel-Tank Vapor Emission Control System continues 
standard on all 1972 cars. For V-8’s with automatic 
transmission, a charcoal-canister storage system (acts 
as a ‘‘sponge’’) vents fuel-tank vapors into the engine 
induction system. All other engine/transmission com- 


binations incorporate a crankcase storage system 
that also vents vapors into the engine induction 
system. 


Positive Crankcase Ventilation System (‘‘PCV’’) con- 
tinues standard to control crankcase fumes. 


Exhaust Emission Control System(‘‘Engine-Mod’’) con- 
tinues standard (‘‘Air-Guard” for V-8’s with manual 
transmission uses an engine-driven air pump). 


REGARDING FUEL: A// 1972 American Motors engines, 
including the 401 V-8 with new lower compression 
ratio, will operate efficiently with regular-grade 
leaded-fuel or ‘‘low-lead”’ fuel (at least 0.5 grams lead 
per gallon) of 91 Research Octane or higher. The use 
of the ‘‘low-lead”’ fuel helps reduce air contaminates 
by reducing the emission of hydrocarbons (plus a 
modest increase in spark plug and exhaust system 
life). “‘No-lead” fuel can also be used, but with occa- 
sional tank fills of regular-grade leaded fuels (about 
every 4th tank fill). Continuous use, especially high- 
speed, high-load operation with ‘‘no-lead” fuel should 
be avoided to prevent excessive exhaust valve seat 


Weal. 
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360 CID V-8, 4-Barrel Carburetor 
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401 CID V-8, 4-Barrel Carb., Dual Exhaust 
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1972 “TORQUE-COMMAND” AUTOMATIC TRANSMISSION 


For 1972, all AM models, with 6-cylinder or V-8 en- 
gines, are available with the new ‘‘Torque-Command’”’ 
automatic transmission (Chrysler's name, ‘‘Torque- 
Flite’). This new 3-speed/torque-converter trans- 
mission replaces the present ‘‘Shift-Command”’ unit, 
built by Borg-Warner. 


The new transmission is standard on Ambassadors, 
and optional on all other models. Column shift is used 
in all cases (except AMX), plus console shift is 
offered on Javelin SST and AMX V-8’s. 


Consumer benefits include smoother shifts, more 
responsive pick-up, quieter operation and greater 
durability. Furthermore, all 1972 Torque-Command 
automatic transmissions are equipped with an oil 
cooler located in the bottom of the engine-cooling 
radiator (previously on V-8, and only certain 6's) to 
aid oil cooling especially in hot weather/stop-and- 
go driving. For heavy-duty trailer hauling, the ‘‘aux- 
iliary’’ transmission oil cooler will again be offered in 
the optional Trailer-Towing Package No. 2 for Mata- 
dors and Ambassadors. 





The following features of the 1972 Torque-Command 
transmission are considered mechanical/design im- 
provements over the 1971 Shift-Command: 


TRANSMISSION 

1. Larger friction elements for longer life. 

2. Larger shafting for increased capacity and life. 

3. Larger clutch assemblies and ‘‘belleville’’ springs. 
4. Increased capacity front pump, and improved vent. 




















5. Utilization of an accumulator system for better 
shift quality, pressure control, and refined cali- 
bration. 

6. Simpson (double planetary) gearset for quieter 
operation and longer life. 

7. Ball bearing on output shaft (in place of bushing). 

8. More rugged and simplified parking mechanism. 

9. Improved governor (integral with output shaft). 

10. Boot-type rear seal. 

11. Integral front and rear servos mounted in case. 

12. Integral case and converter housing (aluminum). 

13. Filter on pump inlet screen (in place of screen). 

14. Transmission-mounted neutral safety switch for 
simplicity and greater accuracy. 

15. Mechanical throttle-valve linkage, in place of 
electro-vacuum, for greater reliability and adapt- 
ability to emission requirements. 


TORQUE CONVERTER 
1. Fully-brazed. 
2. Cover-piloted turbine. 
3. Improved thrust washers. 


The new Torque-Command automatic transmission 
does not require band adjustment, and does not 
require oil change under normal conditions. 


TRANSMISSION ACTION 


Palienecins Transmission lock plus engine start. 
Reverse. .2.20:1 gear ratio 
Neutral. ..Engine start 


PhivViemeraer 1st gear start with automatic upshifts to 
2nd and 3rd gears. 1st=2.45:1; 2nd=1.45:1; 
Srdi=1,00:1: 

Second..1st gear start with automatic upshift to 
2nd gear. 


RltStoe sere 1st gear start with no automatic upshift. 











ENGINE 
MECHANICAL 


1972 AMERICAN MOTOR SUSPENSION FEATURES 


REAR SUSPENSION. 1972 Matador and Ambassador 
models feature a 4-link trailing-arm rear suspension. 
This design provides outstanding axle control and rear 
wheel tracking, under all driving conditions for these 
heavier American Motors cars. For '72, the lower 
outer-arm pivots of Matador and Ambassador wagons 
have been repositioned to provide a higher ‘“‘roll 
center” at the rear for more inherent roll stability. In 
addition, a separate rear sway bar option is available 
to further increase rear roll resistance in all '72 Ambas- 
sadors and Matadors. Previously, the sway bar was 
available only as part of the optional ‘handling 
package”. 

Gremlin, Hornet and Javelin models employ a leaf- 
spring rear suspension. For 1972 Gremlins and Hornets, 
rear shock absorbers employ a new ‘“‘bayonet”’ type 
mounting (rather than an ‘‘eye’”’ type) to reduce trans- 
mission of road noise, plus the use of a new ‘‘dual- 
rate’ rubber bushing for the front-mount of each leaf 











1972 American Motors Front Suspension 


G-12 


spring, which also reduces road noise and prevents 
“clutch chatter’ with manual transmissions. And, 
Gremlin V-8's feature a pair of rear axle torque links 
to prevent axle “hop”. 

FRONT SUSPENSION. All 1972 American Motors cars 
use ‘‘Twin-Ball-Joint’” front suspensions, a design 
which among other advantages permits suspension 
geometry which minimizes ‘‘front-end-diving’’ under 
heavy braking. In ’72, the upper ball-joints use a new 
“zero-lash” one-piece design ball which is stronger, 
seals better and stays tighter, longer. In addition, a 
more-resiliant rubber bushing is used with each front 
strut which absorbs road noise and harshness better. 
Front sway bars for six-cylinder models to further 
improve front roll stability are now a separate option 
for Gremlin, Hornet and Javelin Sixes (and continue 
as part of the respective optional “handling pack- 
ages’). All V-8 models have the front sway bar as 
standard equipment. ; 


Front Suspension Upper Ball Joint 








Improved 1972 Front Suspension Upper Ball Joint 





American Motors V8 


AMERICAN MOTORS SALES CORPORATION 
14250 Plymouth Road 
Detroit, Michigan 48232 


November 22, 1971 


Product Information Bulletin AM-72-3 
Z-72-3 


E@: All American Motors Dealers 


SUBJECT: 1972 Engine "'Net"' Power Ratings 
(insert pages for 1972 Data/Color/ Upholstery Book) 


For 1972 models, American Motors, and all of the other car 
manufacturers, have listed engine power output in terms of net 
horsepower and torque. 


To show how our 1972 engine ratings stack up against competition, 
enclosed is a set of comparison pages for five classes of cars. 


For ready reference, we suggest that the enclosed pages be 
inserted in your copy of the 1972 Data/Color/ Upholstery Book at 
the end of section 'Engine/Mechanical-G", 


Sincerely, 


ed pn Ne 


Carl Chakmakian, Manager 
Product Information Dept. 
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1972 Engine "Net'' Power Output Comparison 


Sub-Compact Car Class. ... Page 2 
Compact Car Class ...s. «+ Page 3 
Sporty Car Class « « s «+ « » Frage 4 
Intermediate-Size Car Class . Page 5 


Standard-Size Car Class ... Page 6 


NOTE: The 1972 net horsepower and net torque 
ratings represent actual ''as installed" output of 

the engines including fan and vehicle exhaust system 
(based on the latest SAE-J245 test procedure). 


Furthermore, the net ratings for 1972 American 
Motors engines reflect design changes envolving 
various components including carburetors, cam- 
shafts, distributors and ignition timing to comply 
with exhaust emission regulations. In addition, 

the 401 CID V-8 adopted a lower compression ratio 
for '72 (affects power output) to permit use of 
regular, low-lead or no-lead fuel (as accomplished 
previously on all other 1971 AM engines). 


The 1971 gross ratings did not include fan or 
exhaust system, and were based on a different SAE 
test procedure resulting in higher-numerical ratings. 
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1972 Engine "Net'' Power Output Comparison 


Sub- Compact Car Class 


Net Horsepower Net Torque 
(HP @ RPM) (Lb. Ft.@ RPM) 


AM Gremlin 


Std. 232 C1D Six (1-B. Carb...) 100@3600 185@1800 

Opt. 258 CID Six (1-5. Carb. ) 110@3500 195@2000 

Base 304 CID V-8 (2-B. Carb.) 150@4200 245@2500 
Chevrolet Vega 

Std. 140 CID Four (1-B. Carb.) 80@4400 121@2600 

Opt. 140 CID Four (2-B. Carb. ) 90@4800 121@3000 
Buick Opel 

Std. 116 CID Four (2-B, Carb.) 75@4800 92@3100 
Ford Pinto 

Std. 98 CID Four (1-B. Carb. ) 54@4600 80@2400 

Opt. 122 CID Four (2-B,. Carb. ) 86@5400 103@3200 
Mercury Capri 

Std. 122 CID Four (2-B. Carb. ) 86@5400 103@3200 

Std. 155 CID V-6 (2-B. Carb. )Dec.'71 107@5000 130@3400 
Plymouth Cricket 

Std. 91.4 CID Four (1-B, Carb. ) 55@5000 70@3000 

Opt. 91.4 CID Four (2/1-B. Carb. ) 70@5400 70@3750 
Dodge Colt 

Std. 97.5 CID Four (2-B. Carb. ) 

Manual Trans. 83@5600 89@3600 
Std. 97.5 CID Four (2-B. Carb. ) 
Auto. Trans. 81@5600 84@3600 

VW Beetle & Super Beetle 

Std. 96.6 CID Four (1-B. Carb. ) * 60@4400 * 82@3000 
Toyota Corolla KE 

Std. 71.1 ClD Four (2-B. Carb.) 65@6000 67@3800 
Toyota Corolla TE 

Std. 96.9 CID Four (2-B. Carb. ) 88@6000 91@3800 
Toyota Corona, Mark II & Celica 

Std. 120 C1D Hour (2-B. Carb, ) 97@5500 106@3600 
Datsun 1200 

Std. 71.5 CID Four (2=B. Carb, ) *6 9@6000 *70@3600 
Datsun PL 510 

std. 97.3 GID Four (2-5. Carb. ) *96@5600 *100@3600 


*1971 Gross figures shown. 1972 Net figures not available at time of printing. 
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1972 Engine "Net'' Power Output Comparison 


Compact Car Class 


Net Horsepower Net Torque 
(HP @ RPM) (Lb.Ft. @ RPM) 
AM Hornet 
std, 232°CID Siz (I= B. Carb.) 100@3600 185@1800 
Opt. 258 CID Six (1-B. Carb. ) 110@3500 195@2000 
Base 304 CID V-8 (2-B. Carb, ) 150@4200 245@2500 
Opt. 360 CID V-8 (2-B. Carb. ) 175@4000 285@2400 
Chevrolet Nova 
Std, 250 CID Six (1-B. Carb, ) 110@3800 185@1600 
Base 307 CID V-8 (2-B. CarbJN A, Calif. 130@4000 230@2400 
Opt. 350 CID V-8 (2-B. Carb. ) 165@4000 280@2400 
Opt. 350 CID V-8 (4-B. Carb. ) 200@4400 300@2800 
Pontiac Ventura II 
Std. 250 CID Six (1-B. Carb. ) 110@3800 185@1600 
Base 307 CID V-8 (2-B. Carb. ) 130@4400 230@2400 
Opt. 350 CID V-8 (2-B. Carb. ) 160@4400 270@2000 
Ford Maverick & Mercury Comet 
Std, 176 °CID Six (1-B. Carb) 82@4400 129@1800 
Opt. 200 CID Six (1-B. Carb. ) 91@4000 154@2200 
Opt. 250 CID Six (1-B. Carb. ) 98@3600 183@1600 
Base 302 CID V-8 (2-B. Carb. ) 143@4200 242@2000 
N.A. Calif,, Manual Trans, 
Plymouth Valiant & Dodge Dart 
Std. 198 CID Six (1-B. Carb. )Normal 100@4400 160@2400 
Std. 198 CID Six (1-B. Carb. )Calif. 94@4400 158@2400 
Opt. 225 CID Six (1-B. Carb, )Normal 110@4000 185@2000 
Opt. 225 CID Six (1-B. Carb. )Calif. 97@4000 180@2000 
Base 318 CID V-8 (2-B. Carb. ) 150@4000 260@1600 
Opt. 340 CID V-8 (4-B. Carb. ) 240@4800 290@3600 
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1972 Engine ''Net'' Power Output Comparison 


Sporty Gar Class 


Net Horsepower 


(HP @ RPM) 
AM Javelin 
Std, 232 CID Six (1-B. Carb. )SST only 100@3600 


Opt. 258 CID Six (1-B. Carb. )SST only 110@3500 
Base 304 CID V-8 (2-B. Carb. )Std. AMX 150@4200 
Opt. 360 CID V-8 (2-B. Carb. ) 175@4000 
Opt. 360 CID V-8 (4-B. Carb,,Single Exhaust) 195@4400 
Opt. 360 CID V-8 (4-B. Carb., Dual Exhaust) 220@4400 
Opt. 401 CID V-8 (4-B. Carb.,Duai Exhaust) 255@4600 


Chevrolet Camaro 


Std. 250 CID Six (1-B. Carb. ) 110@3800 
Base 307 CID V-8 (2-B. Carb. )N. A. Calif. 130@4000 
Opt. 350 CID V-8 (2-B. Carb. ) 165@4000 
Opt. 350 CID V-8 (4-B. Carb. ) 200@4400 
Opt. 350 CID V-8 (4-B. Carb.) Z-28 255@5600 


Opt. 402 CID V-8 (4-B. Carb. )N.A. Calif. 240@4400 


Pontiac Firebird 
Std. 250 CID Six (1-B. Carb. ) 110@3800 
Base 350 CID V-8 (2-B.Carb.,Single Exhaust)160@4400 
Base 350 CID V-8 (2-B. Carb. ,Dual Exhaust) 175@4400 


Opt. 400 CID V-8 (2-B. Carb. ) 175@4000 
Opt. 400 CID V-8 (4-B.Carb. ) 250@4400 
Opt. 455 CID V-8 (4-B. Carb. ) 300@4000 
Ford Mustang 
Std. 250 CID Six (1-B. Carb. ) 99@3600 
Base 302 CID V-8 (2-B. Carb.) 141@4000 
N.A. Calif. , Manual Trans, 
Opt. 351 CID V-8 (2-B. Carb. ) 177@4000 
N.A. Calif. , Manual Trans. 
Opt. 351 CID V-8 (4-B. Carb. ) 266@5400 
Mercury Cougar 
Std. 351 CID V-8 (2-B. Carb. ) 164@4000 
N. A. Calif. , Manual Trans, 
Opt. 351 CID V-8 (4-B. Carb. ) 262@5400 
Opt. 351 CID V-8 (4-B. Carb.) CJ 266@5400 
Plymouth Barracuda & Dodge Challenger 
Std. 225 CID Six (1-B. Carb.) Normal 110@4000 
Std. 225 CID Six (1-B. Carb. ) Calif. 97@4000 
Base 318 CID V-8 (2-B. Carb. ) 150@4000 


Opt. 340 CID V-8 (4-B. Carb. ) 240@4800 
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Net Torque 


(Lb. Ft. @RPM) 


185@1800 
195@2000 
245@2500 
285@2400 
295@2900 
315@3100 
345@3300 


185@1600 
230@2400 
280@2400 
300@2800 
280@4000 
345@3200 


185@1600 
270@2000 
275@2000 
310@2400 
325@3200 
415@3200 


184@1600 
242@2000 
284@2000 


301@3600 


276@2000 


299@3600 
301@3600 


185@2000 
180@2000 
260@1600 
290@3600 
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1972 Engine ''Net'' Power Output Comparison 


Intermediate-Size Car Class 


Net Horsepower Net Torque 


(HP @ RPM) (Lb, Ft. @RPM) 
AM Matador 
Std. 232 CID Six (1-B. Carb. ) 100@3600 185@1800 
Opt. 258 CID Six (1-B. Carb. )Std. Wagon 110@3500 195@2000 
Base 304 CID V-8 (2-B. Carb. ) 150@4200 245@2500 
Opt. 360 CID V-8 (2-B. Carb. ) 175@4000 285@2400 
Opt. 360 CID V-8 (4-B. Carb.,Single Exaust) 195@4400 295@2900 
Opt. 360 CID V-8 (4-B.Carb., Dual Exhaust) 220@4400 315@3100 
Opt. 401 CID V-8 (4-B. Carb.,Dual Exhaust) 255@4600 345@3300 
Chevrolet Chevelle 
Std. 250 CID Six (1-B. Carb. ) 110@3800 185@1600 
Base 307 CID V-8 (2-B. Carb.)N.A. Calif. 130@4000 230@2400 
Opt. 350 CID V-8 (2-B. Carb.) 165@4000 280@2400 
Opt. 350 CID V-8 (4-B. Carb. ) 175@4000 280@2400 
Opt. 402 CID V-8 (4-B.Carb.)N. A. Calif. 240@4400 345@3200 
Opt. 454 CID V-8 (4-B.Carb.)N.A. Calif. 270@4000 390@3200 
Ford Torino & Mercury Montego 
Std. 250 CID Six (1-B. Carb. ) 95@3600 181@1600 
N.A. Calif,, Manual Trans. 
Base 302 CID V-8 (2-B. Carb. ) 140@4000 230@2200 
N.A. Calif., Manual Trans. 
Opt. 351 CID V-8 (2-B. Carb. ) 161@4000 276@2000 
Opt. 351 CID V-8 (4-B. Carb. ) 248@5400 299@3600 
Opt. 400 CID V-8 (2-B. Carb. ) 168@4200 297@2200 
Opt. 429 CID V-8 (4-B. Carb. ) 205@4400 322@2600 
Plymouth Satellite & Dodge Coronet 
Std, 225 CID Six (1-B. Carb.) Normal 110@4000 185@2000 
Std; 225 ClD Six (1-B. Carb, )Calix, 97@4000 180@2000 
Base 318 CID V-8 (2-B. Carb. ) 150@4000 260@1600 
Opt. 340 CID V-8 (4-B. Carb. ) 240@4800 290@3600 
Opt. 400 CID V-8 (2-B. Carb. )Normal 190@4400 310@2400 
Opt. 400 CID V-8 (2-B. Carb. ) Calif, 181@4400 305@2400 
Opt. 400 CID V-8 (4-B. Carb. ) Normal 255@4800 340@3200 
Opt. 400 CID V-8 (4-B. Carb. ) Calif. 246@4800 335@3200 
Opt. 400 CID V-8 (4-B. Carb.) N. A. Coronet 265@4800 345@3200 
Ram Air, N.A. Calif, 
Opt. 440 CID V-8 (4-B. Carb.) Normal 280@4800 375@3200 
Opt. 440 CID V-8 (4-B. Carb. ) Calif, 271@4800 370@3200 
Opt. 440 CID V-8 (4-B. Carb.) N. A, Coronet 290@4800 380@3200 
Ram Air, N.A,. Calit. 
Opt. 440 CID V-8 (3/2-B. Carb.)N. A. Calif. 330@4800 410@3600 
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1972 Engine "Net'' Power Output Comparison 


Standard-Size Car Class 


Net Horsepower Net Torque 

(HP @ RPM) (Lb. Ft.@RPM) 
AM Ambassador 
Std, 304 CID V-8 (2-B. Carb.) 150@4200 245@2500 
Opt. 360 CID V-8 (2-B. Carb. ) 175@4000 285@2400 
Opt. 360 CID V-8 (4-B. Carb.,Single Exhaust) 195@4400 295@2900 
Opt. 360 CID V-8 (4-B. Carb.,Dual Exhaust) 220@4400 315@3100 
Opt. 401 CID V-8 (4-B. Carb., Dual Exhaust) 255@4600 345@3300 
Chevrolet 
Std. 350 CID V-8 (2-B, Carb. ) 165@4000 280@2400 
Opt. 400 CID V-8 (2-B. Carb. ) 170@3400 325@2000 
Opt. 402 CID V-8 (4-B. Carb.)N.A. Calif, 210@4400 320@2400 
Opt. 454 CID V-8 (4-B. Carb.)N.A. Calif. 270@4000 390@3200 
Ford 
Std. 351 CID V-8 (2-B. Carb. ) 163@3800 277@2000 
Opt. 400 CID V-8 (2-B. Carb. ) 172@4000 298@2200 
Opt. 429 CID V-8 (4-B. Carb. ) 208@4400 322@2800 
Plymouth 
Std. 318 CID V-8 (2-B. Carb. ) 150@4000 260@1600 
Opt. 360 CID V-8 (2-B. Carb. ) 175@4000 285@2400 
Opt. 400 CID V-8 (2-B. Carb.) Normal 190@4400 310@2400 
Opt. 400 CID V-8 (2-B. Carb. ) Calif. 181@4400 305@2400 
Opt. 440 CID V-8 (4-B. Carb.) Normal 225@4400 345@3200 
Opt. 440 CID V-8 (4-B. Carb. ) Calif, 216@4400 340@3200 
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PRODUCT QUALITY & MANUFACTURING 


A. 


American 
Motors 


NEW PRODUCT FEATURES 
TO IMPROVE COMPETITIVE POSITION 
AND TO ALSO IMPLEMENT 
THE 1972 BUYER PROTECTION PROGRAM... 


1. New Concentrated Model Line-Up .. . 15 (was 20). 


2. New Exterior Colors and Trims, including ‘‘X’’ Packages for 
Hornet Sportabout and 2-Door Sedan, and again for 
Gremlin. New ‘Rallye’ Package for Hornet 2-Door Sedan 
(production Oct. 1, 1971). 


3. New Interior Colors and Trims, including ‘Gucci’ for 
Sportabout. 





4. New “Torque-Command” Automatic Transmission is stan- 
dard on Ambassadors, optional for other models. 


5. New ‘‘Zero-Lash” Front Suspension Ball Joint. Late-Sept. 
production. 


6. New 2-Speed Electric Windshield Wipers and Washers, 
Standard. 


New Carburetion for Improved Overall Operation. 





All 1972 AM Engines Operate on Regular, Low-Lead or No- 
Lead Fuels (with new lower compression ratio for 401 V-8). 


9. New 304 V-8 for Gremlin/360 V-8 for Hornet. 
10. New 304 V-8 Standard Engine for AMX. 


11. New standard power-team for Matador wagon is 258 CID-6 
(was 232) with 3-speed manual transmission. 


12. New Disc Brake Option for All Models (was V-8 only). 
13. New Standard Power Drum Brakes for all Ambassadors. 


14. New Power Steering Pump and Belt Tension Adjustment 
for V-8's. 

15. New Fuel-Tank Sending Unit for More Accurate Gauge 
Readings. 


16. New Hornet/Javelin Fuel-Tank Vent for Rapid/Full Filling. 
December production. 


17. New 20 Gallon Fuel Tank for Matador 3-Seat Wagon and 
all Ambassador Wagons (was 17). 


18. New Plug-In Socket in Wiring Harness for all models (was 
Hornet and Gremlin only). 


(con’t.) 
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NEW PRODUCT FEATURES 
TO IMPROVE COMPETITIVE POSITION 
AND TO ALSO IMPLEMENT 
THE 1972 BUYER PROTECTION PROGRAM (cont.) 


19. New Heating and Air Conditioning Control System for 
Matador and Ambassador. New A/C Air Outlets for Gremlin 
and Hornet. 


. New Optional Inside Hood-Lock Release (standard on 
Ambassadors). 


. New and Revised Packages/Groups. 
. New Stowage/Litter Pouch Option for all models. 


. New Cargo Net for Matador and Ambassador Wagons in 
Visibility Group. 
. Improved ‘‘Infinitely-Variable” Individually Adjustable Re- 


clining Seats for Hornet . . . new option for Matador and 
Ambassador. 


.New Tailgate Seals and Anti-Rattle Latch for Hornet 
Sportabout. 


. Improved Rear Suspension for Matador and Ambassador 
Wagons . . . plus new separate option of rear sway bar fer all 
Matadors and Ambassadors (was only in Handling Package). 


. New separate ‘front sway bar’’ option for Gremlin-6, Hornet- 
6 and Javelin-6 improves stability in turns (standard on all 
V-8's). 


. New Adjust-O-Tilt Steering Column Option for Gremlin and 
Hornet (and continues on other models). 


. New Factory-Installed ‘Stub’ Antenna and Improved- 
Quality Radios. New AM/FM for Gremlin and Hornet. New 
AM/FM Stereo Multiplex Radio for Matador and Ambassador 
(was Javelin only). 


30. Improved “Power-Lift’’ Electric Window Option for Ambas- 
sadors (plus Matador Tailgate Window). 


31. New Flip-Open Side-Window Option for Gremlin and Hornet 
2-Door Sedan. 


32. New Tilt-Open Ashtray and Relocated Cigarette Lighter 
for Javelins. 
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NEW IN-PLANT EQUIPMENT FACILITIES 
TO IMPROVE AND ASSURE PRODUCT QUALITY 
AND THUS IMPLEMENT 
THE 1972 BUYER PROTECTION PROGRAM... 


Air-Flow Checking Equipment (for Air Conditioning, Heating 
and Defrosting Systems). 


Intensified Air-Conditioning System Final Inspection Station. 
Radio and Antenna Checking Equipment. 

Instrument Panel Electrical Inspection Station. 
Steering-column Assembly Electrical Test Station. 

Final Body Electrical Inspection Station. 

Final Assembly Electrical Inspection Station. 


Additional “‘Weaver’’ Brake Test Equipment. 


2. 
3. 
4. 
5. 
6. 
Uf 
8. 
). 


Brake Pressure Test Equipment initiated at Brampton (con- 
tinues at Kenosha). 


Revised Exhaust Emission Test Equipment. 
. Additional Equipment to Check Incoming Plastic Materials. 


. Infra-Red Preheaters/Conveyor System for Seat Upholstery 
Covers (to reduce wrinkles). 


. Additional Rear-Axle Checking Equipent. 
. Upgraded Wheel-Nut Torque-Setting Equipment. 
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1972 PRODUCT QUALITY IMPROVEMENTS 
SUBJECT: CARBURETION (for all models). 


°71 SITUATION: 


Cold-start engine stalling (die-out). 
Stumble/surge effects while driving. 

Dieseling (engine continues to run after ignition 
is turned off). 


°72 ACTION: 


1. New thermostatically-controlled carburetor air 
cleaner (‘“‘TAC’’) significantly reduces stumble/surge 
and possible ‘‘flame out’. A// cars have the ‘“TAC”’ 
feature, except Gremlin V-8, Hornet V-8, plus auto- 
matic-transmission-equipped Javelin-6, Matador-6 
and Ambassador-6 (fleet sales). 


2. New anti-dieseling solenoid valve added to 360 
2-B. and 4-B. V-8 carburetors with automatic trans- 
mission to prevent engine running after ignition is 
turned off. 


3. New “Torque-Command” automatic transmission 
offers side-effect benefit of minimizing engine “‘die- 
seling’’, since the torque converter is more ‘“‘fluid’”’ in 
operation. Possibility of low-speed stumble is also 
minimized. 


4. New engine camshaft for 6’s and V-8’'s provides 
higher intake-manifold vacuum, gives improved 
choke-control, and better all-round driveability. 


















5. New choke-heat by-pass valve added for all V-8’s 
significantly improves driveability during engine warm- 
up period. 


6. New 2-stage choke (slotted-link design) added for 
all V-8’s assures consistently proper choke operation. 


7. New engine-coolant temperature over-ride device 
added for all V-8’s (at thermostat housing)... senses 
coolant temperature to give optimum vacuum spark 
advance during low engine temperature conditions. 
Better starting and driveability. 


8. New higher-velocity induction system (new intake 
manifold) for all Gremlin and Hornet 232 CID 6’s for 
improved all-round driveability. As in ’71¥2, the 232 
CID 6 intake manifold is again used on the 258 CID 6 
(achieves higher-velocity air flow). 


9. Modified “idle system” for all V-8 carburetors... 
2-B. carburetor has an “inverted system’, while the 
4-B. carburetor has a ‘‘concentric system”. . . pro- 
vides a ‘stronger’ engine idle to prevent stalling 
(die-out) during initial start-up driving. 


10. In a few of cases where we have how-numerical 
axle ratios, the ratios are changed to higher-numerical 
ratios to improve low-speed driveability. 


11. New fuel-tank vent system for Hornets and Javelins 
to permit faster and complete filling of tank at gas 
stations. In Dec. production. 

BENEFIT, DEALER: 

Less service problems. 


CONSUMER: 
Better all-round performance. 
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1972 PRODUCT QUALITY IMPROVEMENTS 


SUBJECT: 

AUTOMATIC TRANSMISSION (all models) 

"71 SITUATION: 

“Shift-Command” (by Borg-Warner) has presented 
problems in shifting smoothness, noise and durability. 
Required service. 

’72 ACTION: 


New ‘‘Torque-Command” (by Chrysler). Does not re- 
quire rear band adjustment or oil change under 
normal conditions. 


BENEFIT, DEALER: 
Less service problems with longer life. 


CONSUMER: 


Greater satisfaction with smoother shifts, quieter 
operation and greater durability. Less need for service. 


SUBJECT: 
BRAKES (all models) 
*71 SITUATION: 


Variable performance of brakes. 


°72 ACTION: 

1. New 100% operational check with “Weaver” equip- 
ment at the factory (was about 8 cars per day). 

2. 100% hydraulic pressure check initiated at Brampton 
Plant (continues at Kenosha Plant). 

BENEFIT, DEALER: 

Less service problems. 


CONSUMER: 
Proper brake operation upon taking delivery of car. 


Note: During '71 model year, changes in brake lining 
material, and change from riveted to bonded linings 
has improved brake ‘‘squeak”’ problem. 
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1972 PRODUCT QUALITY IMPROVEMENTS 


SUBJECT: 

FRONT SUSPENSION BALL JOINT (all models) 
*71 SITUATION: 

False indication of loose ball joints during inspection 
(with wheels off the ground). 

°72 ACTION: 

New ‘‘zero-lash”’ ball joint for front suspension upper 
pivot. Late-Sept. production. 

BENEFIT, DEALER: 

Less service problems. 


CONSUMER: 

Quieter, smoother operation plus longer life. Elimina- 
tion of false indication of loose ball joints during 
inspection. 

SUBJECT: 

HEATING AND AIR CONDITIONING 

SYSTEMS (all models) 

’71 SITUATION: 

Malfunction of systems. 


°72 ACTION: 


New 100% operational check of systems to be made 
with new “CFM checking unit’ (was 0% in 1971). 
Freon check to continue for air conditioning. New 








control system for Matador and Ambassador is easier 
to use and understand. New A/C air outlets for 
Gremlin and Hornet improve air distribution. 
BENEFIT, DEALER: 

Less service problems. 


CONSUMER: 
Proper operation assured upon delivery of car. 


SUBJECT: 

WINDSHIELD WIPERS AND WASHERS 

(all models) 

°71 SITUATION: 

Vacuum system standard, electric optional. Out-of- 
step with industry-wide practice of standard electrical 
system. 

’72 ACTION: 

New 2-speed electric windshield wipers and electric 
washers, standard. 

BENEFIT, DEALER: 

More competitive product. 


CONSUMER: 


Better standard system without having to buy optional 
system. 





Front Suspension Upper Ball Joint 














1972 American Motors Front Suspension 
H-6 


zs 





Two-Piece Design 


“Zero-Lash” 
One-Piece Design 











Improved 1972 Front Suspension Upper Ball Joint 
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1972 PRODUCT QUALITY IMPROVEMENTS 


SUBJECT: 
ELECTRICAL (all models) 


'71 SITUATION: 


For Javelin, Matador and Ambassador, wiring harness 
routed through firewall caused possible damage and 
difficult to service. For a// models, other circuits of 
electrical system would not function properly. 


’72 ACTION: 


New plug-in socket added to wiring harness (as on 
1971 Gremlin and Hornet). For a// models, a closer 
surveillance with 100% operational check in produc- 
tion will help assume uniform high quality. 

BENEFIT, DEALER: 


Less service problems and easier to service. 


CONSUMER: 


Less chance of electrical system malfunction. 


SUBJECT: 
FUEL GAUGE SENDING UNIT (all models) 


"71 SITUATION: 


Inaccurate and/or inoperative fuel gauge. 


‘72 ACTION: 


1. Upgraded reliability and accuracy by having the 
sending unit made of thicker-gauge parts, improved 
soldering, and better stowage to prevent damage 
prior to installing sending unit in the fuel tank. 


2. Low-fuel warning light cancelled from optional Light 
Group due to variable accuracy problem. 


BENEFIT, DEALER: 


Less service problems. 


CONSUMER: 


More accurate fuel gauge. 


SUBJECT: 
TAILLIGHT BULB SOCKETS (Javelin) 
’71 SITUATION: 


Sockets became dislodged due to shifting cargo in 
trunk thus rendering lights inoperable. 


°72 ACTION: 


New sockets designed to prevent accidental dis- 
lodgement. 


BENEFIT, DEALER: 


Eliminates repairs and customer complaints. 


CONSUMER: 


Eliminates annoyance and assures operation. 
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1972 PRODUCT QUALITY IMPROVEMENTS 


SUBJECT: SUBJECT: 


RADIO AND ANTENNA (all models) BODY COWL STRUCTURE 
(for Gremlin and Hornet) 





’71 SITUATION: 

Radio quality varies, and requires dealer to install PSION: 
antenna, since system is not factory checked. Water and air leaks. 
°72 ACTION: ’72 ACTION: 


Vendor is upgrading radio quality. New ‘‘stub”’ antenna Detailed design and manufacturing changes in body 

is now factory-installed. Radio operation checked in cowl structure to minimize water and air leaks. All 

factory and antenna is ‘‘tuned”’ for best reception. production plants to upgrade 100% water leak test for 
all models. 


BENEFIT, DEALER: 


Eliminates antenna installation. Radio operational BEMEP UG (RES EE 


when dealer gets the car. Less service problems. 
CONSUMER: CONSUMER: 
Improved radio reception and reliability. Minimizes water and air leaks. 





Gremlin & Homet Body Cowl Structure 
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1972 PRODUCT QUALITY IMPROVEMENTS 


SUBJECT: 


BODY CONSTRUCTION DETAILS 
(all models, as noted) 


71 SITUATION: 


Lack of proper operation and quality. 


*72 ACTION: 


1. For Matador and Ambassador station wagons, the 
tailgate will have a new adjustable roller on the upper 
left-side hinge to improve (reduce) opening and 
closing effort. 


2. For Gremlins and Hornet 2-door models, the bush- 
ing material for the lower door hinge is changed to 
increase service-life characteristics by minimizing 
hinge wear, thus reducing door sag and improving 
door fit over a longer period of time. 


3. For Gremlin, Hornet and Javelin models, the attach- 
ment clips between the actuating lever and latch for 
door operating mechanism is changed from plastic to 
metal to eliminate premature breakage. 


4. For Javelin models (’71 ¥2 running change), an im- 
proved door/window regulator mechanism provides 
external adjustment of window for better fits without 
removing inner door trim panel. 


5. For infinetely-variable reclining seats, the manual 
effort required to recline the seat back or to fold for- 


ward is greatly reduced by the application of /ead 
plating to the mechanical clutch elements. 


6. For Javelins, Hornet sedans plus the Sportabout, 
the trunk lock has a new stronger retaining clip for 
greater theft protection. 


7. For Sportabouts, the tailgate will have a new rubber 
seal to eliminate water/dust leaks. 


8. For Sportabouts, the tailgate will have nylon coat- 
ing added to the lock/latch mechanism to prevent 
rattles and squeaks. 


9. For Gremlins, new cargo-floor insulation and rear 
trim-panel seal are added to optional Custom Trim 
Package to reduce noise. Standard with Gremlin X 
Package. 


10. Improved attachment of trim moldings. 


BENEFIT, DEALER: 


Less service problems and complaints. 


CONSUMER: 


Better quality for improved operation and appearance. 
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1972 PRODUCT QUALITY IMPROVEMENTS 


SUBJECT: 

PLASTIC INTERIOR PARTS 
(all models, as noted) 

‘71 SITUATION: 


Problems in fits, appearance and durability. 


°72 ACTION: 
ALL CARS... 


1. Instrument Panel Overlays - - - 
Thicker adhesive and improved assem- 
bly methods. 


2. Bright Beads on Instrument - - - 
Beads to be sharper appearing. 


MATADOR & AMBASSADOR... 


1. ‘‘B” Pillar Lower Cover - - - 
Change to injection molding to increase 
strength and improve appearance. 


JAVELIN... 


1. Cluster Bezel Crash Pad 
and Cluster Bezel - - - 
Hump and poor fit in upper right hand 
corner eliminated. 


2. Defroster Duct - - - 
Excessive ‘‘flash’”’ eliminated. 





3. ‘A”’ Pillar Garnish 
Moldings - - - 
Warping and buckling along forward 
edge eliminated by fasteners. 


4. Door Trim Panels - - - 
Exposed screws in armrest area elimi- 
nated. 


5. Bucket Seat Backs - - - 
Changed to eliminate breakage. 


6. Instrument Panel Controls - - - 
Lighting improved. 

GREMLIN AND HORNET... 

1. Glove Box Door - - - 


Fit improved. 
2. Crash Pad and Center 
Housing - - - 
Fit improved. 


3. Center A/C Outlet - - - 
Change to improve operation. 


4. Armrest Components - - - 
Change to eliminate armrest and door 
trim panel distortion. 


5.“C” Pillar Trim Panel - - - 
Change to improve appearance. 


6. Package Tray - - - 
Bead added to eliminate sharp lower 
edge. 

BENEFIT, DEALER: 


Less service problems. 


CONSUMER: 


Improved appearance. 
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Built-In Safety Features (see separate listing). 
“Advanced Unit Construction” combining body and frame 
into one structure. Exclusive one-piece uniside for Matador 
and Ambassador wagons only. Outer front fenders are 
bolted on for easy repair/replacement. 

“Deep-Dip” Rustproofing. 

Entire lower body (except roof) dipped in rustproofing paint- 
primer solution. 

“Lustre-Gard” Acrylic Enamel. Triple coats, baked-on final 
finish. 

“Cushioned-Acoustical”’ Molded Ceiling. ‘‘Polyclad” Fiber/ 
Foam for Gremlin and new for Hornet sedans. Fiber-Glass 
for Hornet Sportabout, Javelin, Matador and Ambassador. 
Body Sound Insulation for All Models. 

Coil-Spring Seats for Matador and Ambassador (exclusive 
in class). Formed-Wire seat construction for Hornet, Gremlin 
and Javelin (and in optional bucket seats for Matador/ 
Ambassador Brougham Hardtops, and Gremlin, plus Hornet 
“Rallye’’). 

Foam-Rubber Front-Seat Cushion Pads. 
“Infinitely-Variable”’ Individually-Adjustable Reclining 
Seats are a new option on Matador and Ambassador, and 
again optional on Hornet SST and Sportabout (included in 
Sportabout “D/L” and new ‘“‘Gucci” packages). 
High-Back-Contoured Bucket Seats (non-reclining) stan- 
dard on Javelin. Optional on Matador and Ambassador 
Brougham Hardtops (included in Gremlin ‘‘X’’ and Hornet 
“Rallye” packages). 


. Quality Grille Construction. Ambassador, die-cast alloy 


metal. Matador, Javelin and Gremlin, injection-molded 
plastic. (Hornet was extruded aluminum). 


. Deck-Lid Rack Optional on Javelins (except Javelin AMX 


with rear spoiler). Deck-Lid Rack Optional on Hornet Sedans. 


. Roof Rack Standard on Ambassador SST and Brougham 


Wagons. Option for Matador Wagon and Hornet Sportabout 
(and included in Sportabout D/L package). Option for 
Gremlin. All racks are externally attachable. 
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“EXTRA-VALUE” FEATURES (Continued) 


‘“‘Dual-Swing”’ Tailgate for Matador and Ambassador 
Wagons (liftgate on Hornet Sportabout, and on Gremlin). 
Tailgate Air Deflector, standard feature for Ambassador 
Brougham (option on Ambassador SST, and Matador 
Wagons). Liftgate Air Deflector, option for Gremlins. Air 
Deflector is integral with roof rack on Hornet Sportabout. 


. Hidden-Compartment Storage Space for Wagons (extra- 


large type in Ambassador 2-Seat). Also for Hornet Sport- 
about. With key lock in all cases. 


. “Weather-Eye” Heating and Ventilating System. New, im- 


proved control system for Matador and Ambassador. 


. “All-Season” Air Conditioning Optional (standard on all 


Ambassador models). New, improved control system for 
Matador and Ambassador. New ball-and-socket air outlets 
in package tray for Gremlin and Hornet. 

High-Level Ventilation included with air conditioning on all 
models. 

Ventless Side Windows for front doors on Hornet, Gremlin 
and Javelin. Separate front-door vent windows on. all 
Matadors and Ambassadors. 

Curved Side Windows. Improved retention system for 
Matador and Ambassador Hardtops. 

Improved ‘‘Power-Lift’’ electric tailgate window option 
Matador and Ambassador Wagons (included with 3rd seat 
option). Also, improved system for electric side window 
option on Ambassadors. 

Extruded-Aluminum Door-Window Frames on Matador and 
Ambassador Sedans and Wagons. 

New “Torque-Command” Automatic Transmission for 6 and 
V-8 (Chrysler ‘“Torque-Flite’’) replaces ‘“Shift-Command”, 
(built by Borg-Warner). Smoother shifts, quieter operation 
and greater durability. Column-shift control for all, (except 
AMX), plus console-shift for Javelin V-8's. Optional on all 
models, except again standard for a// Ambassadors. 
All-Synchromesh, 3-Speed Manual Transmission for Javelin- 
6 and 304 V-8, Matador-6, plus Gremlin and Hornet with 
optional 258 CID-6 and 304 V-8. Also optional for standard 
232 engine in Gremlin (Gremlin and Hornet with 232 CID-6, 
synchromesh in 2nd and 3rd gears.) Included in optional 
Hornet “Rallye” package for 232 and 258-6’s, and 304 V-8. 


Transmission Ratios 2-3 Synchromesh  All-Synchromesh 


1st Gear 2.605:1 2.636:1 
2nd Gear 1.630:1 1.605:1 
3rd Gear 1.000:1 1.000:1 
Reverse 3.536:1 2.636:1 
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“EXTRA-VALUE” FEATURES (Continued) 


All-Synchromesh, 4-Speed, Close-Ratio Transmission. Op- 
tional on Javelin 401 and 360-4B. V-8’s. With quick-action 
“Hurst” floor-shift linkage. Console optional. 





Transmission Gear Ratios All-Synchromesh 4-Speed 
ist Gear 2.2371 
2nd Gear Wega 
3rd Gear 1.35:1 
4th Gear 1.00:1 
Reverse 2.1681 
Standard heavy-duty clutch for 4-speed transmission is 11” 


diameter. The 304 V-8 with 3-speed uses a 10” diameter 
clutch. Sixes use a 9%” diameter clutch (10” for fleet and 
Export). 

Improved ‘Twin-Ball-Joint’” Front Suspension. New ‘‘zero- 
lash” ball joint for front suspension upper pivot gives 
quieter, smoother operation plus longer service life. New 
1-piece ball/stud (replaces 2-piece) is stronger, seals 
tighter and retains tolerance longer (Late-Sept. prod.). 
New, more compliant rubber bushings for front strut rods 
reduces road-noise and harshness. 

4-Coil-Spring Suspension on Matador and Ambassador 
with front sway bar plus 4-Link Trailing-Arm Rear Suspen- 
sion. The rear sway bar for Matador and Ambassador is a 
new separate option for improved lateral stability, and again 
included with heavy-duty springs/shocks in optional Han- 
dling Package. New lower rear suspension outer-arm pivot 
points for Matador and Ambassador Wagons improves 
lateral stability. 

Coil Spring Front/Leaf Spring Rear on Javelin, Hornet and 
Gremlin (plus front sway bar for 6’s in Handling Package). 
New separate option of front sway bar for Javelin-6, Hornet- 
6 and Gremlin-6 (std. on all other models). 

“Adjustable Air-Shock”’ Rear Suspension option for Matador 
and Ambassador. 

“Variable-Ratio’’ Power Steering optional. 

“Quick-Ratio”” Manual Steering optional on Gremlin and 
Hornet (20:1 in place of standard 24:1). Also available for 
Javelin V-8’s, but recommended only for special racing/ 
performance needs due to high steering effort (16:1 in place 
of standard 20:1). Manual steering ratio for Matadors and 
Ambassadors is 24:1 (no options). 

“Ventilated-Rotor’ Manual Front Disc Brakes. Option on all 
Gremlins, Hornets and Javelins plus Matador sedans/ 
hardtops less A/C (was Javelin V-8 only). 
“Ventilated-Rotor” Power Front Disc Brakes. Option on all 
(was V-8 only). 
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“EXTRA-VALUE” FEATURES (Continued) 


. New standard feature of Power Drum Brakes for all Ambas- 


sadors (optional on all others). 


. Suspended Pedals (all). 
. Step-On Parking Brake. Warning light in optional light 


package, which is standard on Ambassador Brougham. 


. Self-Adjusting Brakes. 
. Top-quality, Goodyear and Firestone tires with built-in 


“tread-wear’’ indicators. Goodrich ‘‘Space-Saver Spare” 
tire used on certain models. 

‘“‘Space-Saver Spare” Tire Standard in Hornet Sportabout 
and Javelin AMX. Included with optional set of four styled- 
steel wheels (except for Matador and Ambassador). Sepa- 
rate option for Gremlins and Javelins (less styled-steel 
wheels). Included in Gremlin X package. 


. Electronic Alternator and Transistorized Voltage Regulator. 
. ‘Clear-Power’” Battery with translucent side case. 
. Headlights-Off Delay System Optional on Javelin, Matador 


and Ambassador. 


. “High-Intensity’”’ Headlights with ‘‘Guard-Glo” feature. 
. Central Fuse Panel. 
. Plug-In Socket for Main Wiring Harness for all models (was 


Gremlin and Hornet only). 


. Space-Age Printed Circuit for Instrument Panel. 
. Ball-Bearing Ashtray for Instrument Panel (except Javelin 


with new flip-open type). 


. Two-Position Stop for Front Doors (one-position for Gremlin 


and Hornet). 


. Flush-Contoured Outside Door Handles. 
. Aluminized-Steel Exhaust System (muffler and pipes). Duals 


standard with 401 V-8, optional with 360-4B. Duals included 
in Go Package option for Javelin AMX. 


. Deep-Sectioned, Wrap-Around Bumpers, front and rear. 


Rubber-padded guards optional. Front guards standard for 
all Ambassadors. Rear guards are a new standard feature 
for Ambassador Sedans and Hardtops. Rear guards not 
available on Matador and Ambassador Wagons. 


. Anti-Smog Exhaust Emission Systems . . . ‘‘Air-Guard”’ or 


“Engine-Mod’’ 


. Anti-Smog Fuel-Tank Vapor Emission Control System. 
. Anti-Smog “‘Nitrox-TCS” System as required option for all 


California cars. Reduces “Nitrogen Oxides” in engine’s 
exhaust system with new “TCS” device (Transmission 
Control Spark). See Page G-4. 

All ’72 engines (including 401) will run on present regular- 
grade leaded fuel and on ‘‘low-lead” or ‘‘no-lead’’ fuel. 
See Page G-4. 

Anti-Smog Positive Crankcase Ventilation System (PCV). 
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ABSORBING FRONT END 


HIGH INTENSITY 
“GUARD-GLO” 
HEADLAMPS 
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(OPT., STD. AMB.) 


DOUBLE-SAFETY 
BRAKE SYSTEM 


SIDE MARKER 
LIGHTS 


DISC BRAKES (0PT.) 


SIDE PROTECTION 
(JAVELIN ONLY) 





1972 AMERICAN MOTORS “SAFE-COMMAND” FEATURES 
(Standard and for all models unless otherwise noted) 


SEATING AND SEAT BELTS: 
Seat Belts for All Normal Seating Positions: 


Giemlit.aaceceee a - 2 front, 2 rear. 

NOM cea ceocoosse 3 front, 2 rear (2 front with opt. 
ind. recl. or bucket seats). 

JEWEMlINe ao ots oomeeo 2 front, 2 rear. 


Matador & Amb..... 3 front (2 with opt. buckets in 
Hardtop). 3 rear (plus 2 belts with 
optional 3-seat wagon). 


NOTCH acrearats Retractable feature for 2 front- 
seat outer belts. 
NoterA2e creer New ‘‘Auto-Loc’” retractable front 


and rear outer seat belts with 
push-button release. Also, auto- 
matic, visible and audible device 
to warn if either occupied out- 
board front seat belts is not fas- 
tened. Federal requirement by 
Jan. 1, 1972 (our effective point). 
Also, all new belts will be Black 
instead of color-keyed starting 
Jan. 1, 1972 (present belts will 
also be Black by about Nov. 15, 
1971). 


Two Front-Seat Shoulder Belts. 


Two Rear-Seat Shoulder Belt Attaching Provisions 
(for dealer-installed belts). 


Front-Seat Head Restraints. Built-in type for Gremlin, 
Hornet (std. seats) and buckets. New “recessed” 
adjustable head restraints for optional new “‘infinitely- 


variable’ individually-adjustable reclining seats in 
Matador and Ambassador. Latch system locks sepa- 
rate head restraints in position. 


High-Strength Seat Tracks and Anchorages(improved 
for ’72). 


Front-Seat Back Positive Lock with Manual Release 
(2-Door Models). High-position manual release for 
Gremlin/Hornet seats and all bucket seats. 


Rear Seat-Back Positive Lock with Manual Release 
(2 for Sportabout, Matador, and Ambassador Wagons 
...1 for Gremlin (was 2). 


Resilient Front-Seat Backs (for rear-passenger safety). 


CONTROLS & INSTRUMENTS: 


Anti-Theft Ignition, Steering and Transmission Lock 
(with warning buzzer). Transmission lock not used with 
floor-or-console shift. However, transmission lock 
continues for optional Adjust-O-Tilt steering column 
with floor-or-console shift. 


Energy-Absorbing Steering Column. 
Deep-Dish Energy-Absorbing Steering Wheel. 
Safety-Styled and Padded Instrument Panel 
Padded Sun Visor, Two. 


Anti-Glare Finish for Instrument Panel, Steering 
Wheel, Inside Moldings, etc. 
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““SAFE-COMMAND” FEATURES (continued) 


Variable-Intensity Green Night-Lighting for Instru- 
ments (shielded against reflection). 


Safety-Shaped Instrument Panel Control Knobs. 
Low-Profile, Soft Window-Control Knobs. 
Safety-Shaped Armrests. 


Uniform Shift-Quadrant for Automatic Transmission, 
plus Safety Starter Switch. 


Lock Provision for Matador and Ambassador Wagon 
Tailgate Window. 


Break-Away Front Ashtray with Ball-Bearing Slides 
(except Javelin, with new ‘‘flip-open” ashtray... 
more convenient than '71 design). 


LOCKS AND DOORS: 
Two-Key Locking System. 


Pre-Set Impulse Door Locking System permits lock- 
ing of front doors from outside without a key for 
Javelin, Matador and Ambassador (was also Gremlin 
and Hornet). To lock front door from outside on '72 
Gremlin and Hornet, the key is also not required 
(push button down, close door . . . door locks auto- 
matically). 


High-Strength Door Locks and Hinges. 


Flush-Contoured Outside Door Handles. 


Paddle-Type Inside Door Handles Shielded by Arm- 
rests. 


Two-Position Stop for Front Doors (one-position for 
Gremlin and Hornet). 


BODY CONSTRUCTION: 


All-Steel “Advanced Unit Construction” with front- 
end designed to limit steering column rearward 
movement in accidents (fiberglass hood and spoilers 
on Javelin AMX). 


“Guard-Rail’’ Door Structure for even greater safety 
in Javelin models only. 


High-Strength, Laminated Safety Windshield. (‘‘Chem- 
cor’’ previously on Javelin only is cancelled for '72). 
Tempered Safety Glass for Side and Rear Windows. 


‘“‘Cushioned-Acoustical’’ Molded Ceiling. ‘‘Polyclad”’ 
Fiber/Foam for Gremlin and new for Hornet sedans. 
Fiber-Glass for Hornet Sportabout, Javelin, Matador 
and Ambassador. 


Padded Instrument Panel and Sun Visors. 
Padded Front Pillars and Side Headers (Javelin only). 
Dual-Action Safety Hood Latch. 


New Anti-Theft Inside, Hood-Lock Release, optional 
(standard on Ambassador). 
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“SAFE-COMMAND” FEATURES (continued) 


Counterbalanced Hood and Trunk Lid (and liftgate 
window on Gremlin). 


CHASSIS AND RELATED ITEMS: 


Double-Safety Brake System (dual chamber master 
cylinder). 


Hydraulic Brake System Warning Light. 
Corrosion-Resistant Brake Lines and Fittings. 
Self-Adjusting Brake Linings. 


Step-On Parking Brake (warning light in opt. Light 
Group ... std. on Amb. Brougham). 


Mechanical Stop Light Switch. 
Safety-Rim Wheels. 


Top-quality, Goodyear and Firestone tires with built- 
in “‘tread-wear”’ indicators. Goodrich ‘‘Space-Saver 
Spare”’ tire used on certain models. 


“High-Intensity” Headlights with ‘“Guard-Flo” fea- 
ture. 


Front Park/Turn Lights Stay On with Headlights. 
High-Strength Fuel Tank Mounting. 


Non-Projecting Wheel Covers. 


GENERAL EQUIPMENT: 


Manual Lane-Changer Feature for Self-Cancelling 
Turn Signals. 


4-Way Hazard Warning Flashers with new on-off 
button (early running change). 


Side-of-Car Safety Marker Lights, Front and Rear 
(not required with wrap-around taillights on Hornets 
plus Matador and Ambassador Wagons). 


Automatic Back-Up Lights. 


Inside Rear-View Mirror with Soft Frame and Twin- 
Ball-Joint Mount. Gremlin and Hornet feature new 
bonded-to-windshield attachment of mirror (early 
production running change). The Day/Night mirror 
is standard on Javelin, Matador and Ambassador 
models, and it is included in optional Visibility Group 
for Gremlin and Hornet. 


Left-Side Rear-View Mirror (Remote-Control Mirror 
in Optional Visibility Group). Streamlined head, except 
for new std. mirror on Hornet and Gremlin. Standard 
mirror is chrome. Hornet and Gremlin remote-control 
mirror also chrome. Remote-control for Javelin, Mata- 
dor and Ambassador has chrome base with head 
painted matching body color. Right side mirror stan- 
dard on Javelin AMX (non-remote control). 


Safety-Type Sun Visor Vanity Mirror in Optional 
Visibility Group. 


New standard 2-Speed Electric Windshield Wipers 
(was vacuum-powered) with Anti-Glare Finish for 
Blades. Optional Visibility Group includes Deluxe 
Variable-Speed Electric Wipers for Gremlin and Hornet 
.. . 3-Speed for Javelin, Matador and Ambassador. 
Deluxe wipers also separate option. 


New standard electric windshield washers (was 
manual). Rigid-type, molded-plastic bottle. 


Windshield Defroster (part of standard Weather-Eye 
Heating). Electric Rear-Window Defogger (except 
Hornet, Gremlin and Wagons). 


“Cruise-Command” Automatic Speed-Control Op- 
tion, Matador and Amb. V-8 auto. trans. 
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All 1972 American Motors cars . . . Ambassador, Matador, Javelin, Hornet and 
Gremlin... have the toughness and muscle to make them dependable trailer haulers. 
Towing trailers, especially heavy ones, for extended periods of time can possibly 
affect the life and behavior of any car and its components. In any event, conserva- 
tive, alert and correct driving techniques, plus a properly equipped car (and trailer), 
are required when pulling a trailer. The recommendations in this bulletin will help 
contribute to safe carefree trailering. 


1972 GENERAL RECOMMENDATIONS & REQUIREMENTS FOR TRAILER-TOWING VEHICLES 


See ‘‘Trailer-Towing Packages” on page 2 
Maximum Gross Trailer Weight (pounds) 3500 to 5000 


Up to 2000 




















2000 to 3500 



























































































Trailer Type Low Silhouette (1) Any Any Any 
Static Tongue Load Limit (pounds) Up to 150 Up to 250 200 to 350 
S.A.E. Trailer Class 1 (Light) 1 (Light) 2 (Medium) 3 (Heavy) 
Models All All Except Gremlin Matador & Ambassador 
Engine Required Any <_—_——__—__—_— _ 360 CID, 2-B. (minimum) 

Standard Standard Heavy-Duty Heavy-Duty 






















Transmission Required 


Automatic Transmission 
Auxiliary Oil Cooler 


Axle Ratio Recommended 


Any <- 


















Required Required 
Highest-Numerical Ratio for Particular 
Engine/Transmission Combination 







Standard (2) 


















Standard 















































Differential Recommended Standard Standard “Twin-Grip” “Twin-Grip” 
Wheels Recommended Standard Standard Standard Standard 
Tires Recommended Standard Next Size Option for Particular Model/Engine Combination 






Handling Package & Adj. Rear Air Shocks 
Power haa Pee 
Battery Recommended Standard Standard 


Trailer Hitch Type Required (3) Body Mounted Body Mounted 
or Equalizer or Equalizer 


(1) Low Silhouette—Defined as level with car top height (includes tent campers and some boats). 
(2) For Hornet & Gremlin—Recommended minimum of 2.73 rear axle ratio with 232 CID engine for improved driveability. 
(3) Not available as factory options. 
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1972 Trailer-Towing Package Options 


See “Recommendations & Requirements” on page 1 


Trailer-Towing Package #1 


TRAILER WEIGHT: 
Up to 2,000 Pounds 


MODELS: 


Gremlin Six & V-8 

Hornet Six & V-8 

Javelin Six & V-8 

Matador Six & V-8 

Ambassador V-8 (Six, Fleet Sales) 


PACKAGE CONTENT: 
1. Car-to-Trailer Wiring Harness Kit 


Wires with 5-plug socket connector, 3 wire-attaching 
clips, & heavy-duty light flasher unit. Boxed with 
instructions & placed in trunk, ready for connection 
to car wiring. 


2. Heavy-Duty Engine Cooling System. 


Regular option consisting of heavy-duty radiator, 
Power-Flex fan & fan shroud (standard with air con- 
ditioning). 


3. Handling Package 


Regular option consisting of heavy-duty springs & 
shocks (front & rear), plus front sway bar for Gremlin-6, 
Hornet-6 & Javelin-6 (front sway bar standard on all 
other models), plus rear sway bar for Matador and 
Ambassador. 


VEHICLE CAPACITY 


The chart on “Trailer-Towing Vehicle Recommendations 
and Requirements” notes the maximum weight and trailer- 
tongue load limits. Your Owner's Manual lists the “Full- 
Load” vehicle capacity weights, also shown in the chart 
below for reference purposes. Similar lists are included for 
previous year models in the applicable Owner's Manual. 
In calculating the ‘‘Full-Load” capacity for a vehicle with 
trailer, the vertical tongue load of the trailer must he 
included. Passenger and cargo weight plus trailer-tongue 
load should not exceed the recommended “Full-Load” 
vehicle capacity weights. And, it is important to follow the 
tire pressure recommendations as listed in the Owner's 
Manual. 
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Trailer-Towing Package #2 


TRAILER WEIGHTS: 
2,000 to 5,000 Pounds 


MODELS: 


Matador V-8 
Ambassador V-8 


PACKAGE CONTENT: 
1. Car-to-Trailer Wiring Harness Kit 


Wires with 5-plug socket connector, 3 wire-attaching 
clips, &heavy-dutylightflasherunit. Boxed withinstruc- 
tions & placed in trunk, ready for connection to car 
wiring. 


2. Heavy-Duty Engine Cooling System 


Regular option consisting of heavy-duty radiator, 
Power-Flex fan & fan shroud (standard with air con- 
ditioning). 


3. Handling Package 
Regular option consisting of heavy-duty springs & 
shocks (front & rear), plus rear sway bar. 


4. Adjustable Air-Shock Rear Suspension 


Regular option consisting of adjustable rear shock 
absorbers (via air pressure) in place of regular non- 
adjustable rear shocks. 


5. Auto. Trans. ‘‘Auxiliary’’ Oil Cooler 


Auxiliary cooler for V-8’s in addition to the regular 
cooler in lower radiator tank. 


Full-Load 
Vehicle 
Capacity 


Equivalent Passenger 
& Cargo Weight 
(150 Ibs. each person) 


Hornet 925 Ibs. 5 persons & 175 Ibs. 


Gremlin 775 Ibs. 4 persons & 175 lbs. 


Javelin 800 Ibs. 4 persons & 200 Ibs. 


Matador & 
Ambassador: 


Sedan & Hardtop 1100 Ibs. 6 persons & 200 Ibs. 


Wagon 1200 Ibs. 6 persons & 300 Ibs. 


TRAILER HITCH and SWAY-CONTROL DEVICES 


The trailer hitch not only hauls the trailer, but bears the 
vertical tongue weight of the trailer. Therefore, bumper- 
type hitches are not recommended and are acceptable for 
hauling only a very light trailer (under 1,000 pounds gross). 
Do not use a bumper hitch for house, travel, horse, or 
tandem-axle trailers regardless of weight. 


The body-mounted trailer hitch, such as ‘Draw-Tite’, is 
recommended for trailers up to 2,000 pounds in average 
use. This type of trailer hitch is bolted firmly to the car 
body, not clamped or solely bumper supported. 


An equalizer hitch is recommended for trailers over 2,000 
pounds (and can be used for lighter trailers). The equalizer 
hitch usually incorporates a spring bar arrangement that 
distributes the vertical trailer tongue load to all four wheels 
of the towing vehicle. Equalizer hitches, when properly 
installed, will automatically counteract rear-end sag. The 
advice and counsel of your dealer and the dealers who sell 
trailers and install hitches will help you select the proper 
equipment for your car. 


FACTORY-INSTALLED SUSPENSION EQUIPMENT 


Proper horizontal trim, with towing vehicle and trailer 
riding level, contributes much to the road handling of the 
towing vehicle as well as the stability and ‘following’ 
characteristics of the trailer. To help trim and support the 
added trailer load, the factory installation of one of the 
following optional suspension modifications on the tow- 
ing vehicle is recommended: 


Handling Package 


The “‘Handling Package” is a factory-installed option 
which improves overall stability and reduces rear-end sag. 
The option includes heavy-duty springs and shock ab- 
sorbers (front and rear) for all models, plus a front sway 
bar for Hornet-6, Gremlin-6 and Javelin-6 (standard on 
all other models), plus a rear sway bar for Matador and 
Ambassador models. 


Adjustable Air-Shock Rear Suspension 


This factory-installed optional rear suspension for Mata- 
dors and Ambassadors reduces rear-end sag when hauling 
heavy loads or trailers. The system is adjusted by adding 
or reducing air pressure, via air lines routed from the rear 
air-shocks to an air valve in the bumper (adjacent to 
license plate). A minimum pres- 
sure of 15 psi must be main- 
tained at all times for normal 
“unloaded’’ driving. For a 
loaded car, increase pressure to 
raise rear to desired height (no 
sag) with a maximum of 90 psi 
(when loaded). Use in-between 
pressures for lesser loads. Note, 
this air-shock system can also 





be dealer installed by ordering the necessary parts (to 
replace the conventional rear shock absorbers). 


DEALER-INSTALLED SUSPENSION EQUIPMENT 


As a matter of convenience and economy, the above 
recommended optional equipment should be specified 
when your new car is ordered from the factory. Where the 
factory-installed optional equipment has not been installed, 
it may be more practical to ask your dealer about installa- 
tion of one of the following accessories to correct hori- 
zontal trim: 


Load-Leveler Shocks % 

In place of regular rear shocks, Load-Leveler 

shocks with built-in helper springs will provide a 

more controlled ride with heavy loads over rough 

roads. Load-Levelers add support that helps 

adjust the horizontal alignment of car and trailer. 
Air-Lift Air Springs 

These pneumatic spring boosters are Butyl- -~ — 
rubber air cylinders that can be installed inside Ga 
of the rear coil springs (or above the rear leaf “r 
springs) to provide additional support. Air pres- ag" 
sure can be varied by means of a conventional Nov 
tire-type air valve mounted on the floor of the ,\e) 


trunk and connected to the cylinders with a 
rubber hose. 


TRAILER LIGHTING and ELECTRICAL SYSTEM 


The standard alternator and transistorized voltage regulator 
will adequately meet the additional electrical load require- 
ments of the trailer’s tail, stop and turn signal lights. Where 
trailer operation demands frequent parking with lights or 
where additional electrical demand requires increased 
capacity, a 55-amp alternator (standard with factory air 
conditioning), and a 70-amp battery are recommended. 


Car-to-Trailer Simultaneous Rear Light and Turn 
Signal Wiring System (Typical) 


\ | \ 
TAP TO ORANGE LEFT TURN-STOP” = a ia i 
LIGHT WIRE FEEDING TAIL LIGHT SOCKET 
00 NOT CONFUSE WITH ORANGE WIRE \ 
FEEDING ELECTRIC TAIL GATE FOR OPTIONAL TRAILER \ 


WINDOW ON WAGONS EQUIPPED AUXILIARY LIGHT-TAP TO 
WITH POWER TAIL GATE WINDOW 


1. USE #18 GAUGE OR LARGER WIRE 
2 SPLICE CAREFULLY AND 
\ INSULATE 
\ 3. REPLACE “STOP” FUSE ON 
\ FUSE PANEL WITH HIGHER 
CAPACITY, PROPER LENGTH 









TAP TO WHITE RIGHT 15 AMP. FUSE (7AG) 
SEE oa TURN-STOP LIGHT WIRE 4. REPLACE STANDARD TURN SIGNAL 
\ _ FLASHER (SIGNAL STAT F632) 
(TUNG SOL 536). THE TURN SIGNAL 
| FLASHER 1S MOUNTED TO THE BACK 
OF THE SPEEDOMETER HOUSING 
AND SHOULD NOT BE CONFUSED 
WITH THE 4-WAY HAZARD WARNING 
y FLASHER MOUNTED ON THE FUSE 
) PANEL MOUNTING BRACKET 
. 7 5. FIFTH WIRE FOR AUXILIARY 
TRAILER LIGHT-OPTIONAL 
6. USE 12 VOLT BULBS #1157 FOR 
TRAILER TAIL. STOP AND TURN 
SIGNAL LIGHTS. 










SCREW TO CHASSIS 
wl — FOR GROUND 
Se aa = - 
See === 


TAP TO BLUE TAIL LICENSE 
LIGHT WIRE (EITHER SIDE) 





















TRAILER 
CONNECTOR 





2 
GE 


TURN-STOP 
LIGHT-LEFT 











TURN-STOP 







LIGHT-RIGHT 
a SS & 
Wa TAP 
USE WHERE 
TRAILER TRAILER TAIL LICENSE = PROTECTED 


TAIL LIGHT UGHT 
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A car-to-trailer wiring harness kit to bridge the tail stop 
and turn signal lights of the car's system to that of the 
trailer is available as a factory-boxed option ready for 
installation. Such harnesses can also be assembled by a 
knowledgeable car dealer or trailer-service dealer. Heavy- 
wall-insulated conductor should be used with four or five 
18 gauge wires. Connections to the car’s wiring system can 
be made with tap connectors (like 3M tap connectors). 
Connection to the trailer system is made through the 
conventional 4- or 5-wire mating connectors, as illustrated. 


AUTOMATIC TRANSMISSION COOLING 


“Torque-Command” automatic transmission is recom- 
mended for all trailer-towing vehicles (or required, see 
chart on page 1). All models (Six and V-8) have an oil 
cooler built into the radiator lower tank as standard. Where 
trailers of 2,000 pounds or more gross weight are hauled in 
hot climates (desert) over rough or hilly terrain for extended 
periods or in extreme heat or mountainous terrain for 
shorter periods, an “‘auxiliary’’ oil cooler is required to 
minimize heat and pressure buildup in the automatic trans- 
mission. An “‘auxiliary’’ oil cooler unit made by Modine, 
mounted in front of the radiator (and in front of the air 
conditioning condenser), is included in the factory-installed 
Trailer-Towing Package #2 for Matador and Ambassador 
V-8’s (for trailers over 2,000 pounds). This Modine 
IE-1776C cooler can also be installed by your dealer. 
Other similar auxiliary oil coolers can be used such as 
Karmazin, Hayden, Stewart-Warner, Flex-O-Kool, etc. 
However, consult with the installing dealer and cooler 
manufacturer for the correct model cooler for your partic- 
ular car. 


ENGINE COOLING 


The “heavy-duty engine cooling system” is required for 
trailers over 2,000 pounds. This factory-installed option 
(standard with factory air conditioning) provides extra 
protection from heat build-up caused by sustained driving 
under load, such as on long grades and under desert tem- 
perature conditions. A coolant, such as AM “All-Season” 
permanent-type anti-freeze (ethylene-glycol base), has 
a higher boiling point and in proper solution (original 
factory-fill is 50% maximum concentration), is strongly 
recommended. A “‘coolant recovery kit’ is a recom- 
mended dealer-installed accessory. 


AXLE RATIOS & “TWIN-GRIP” DIFFERENTIAL 


A higher-numerical axle ratio for a particular engine/trans- 
mission combination is a recommended factory-installed 
option since it will increase start-up torque that helps a 
vehicle towing a trailer get underway easily. The “Twin- 
Grip” limited-slip differential (a factory-installed option) 
assures that the power goes to the rear wheel that has the 
most traction. Boatmen pulling up wet, slippery ramps or 
starting up in sand will find that ‘“Twin-Grip” rear axle 
differential will help them get out of trouble should one 
wheel lose its grip. The ‘“Twin-Grip” unit can be dealer- 
installed if your car is not so equipped. Also, a different 
type unit called “Detroit-Locker’’ no-spin differential can 
be dealer installed (in Dealer Parts Catalog, ‘‘Group-19"). 
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TRAILER BRAKES 


There are a number of trailer brake systems on the market 
that are interconnected to the car, and activated by a 
control system from the fluid pressure of the towing car's 
hydraulic brake system. However, American Motors Cor- 
poration, cannot be responsible for brake performance if the 
car and trailer hydraulic brake systems are in any way con- 
nected. American Motors recommends a separate brake 
system for all trailers weighing over 1,000 pounds gross 
(as many states require). 


CONVENIENCE ITEMS 


Many optional equipment and accessory items are avail- 
able to make travel more pleasurable. ‘’Cruise-Command” 
automatic speed control for Matador and Ambassador 
V-8's, air conditioning, plus compasses, trunk or cargo 
lights, luggage racks and a host of items from which to 
select are listed in the American Motors Sales Catalog. 
Equipment and accessories, referred to as optional or 
available as dealer-installed, are at extra cost, and further 
information is available at your American Motors dealer. 


PROTECTIVE MAINTENANCE FOR TRAILERING 


The provisions of the American Motors New Car Guarantee 
also applies to cars towing trailers assuming, of course, that 
proper equipment is used. In particular, consult the recom- 
mendations under ‘Heavy-Duty Driving” in the Owner's 
Manual. The Guarantee does not apply to cars altered as to 
adversely affect their performance or reliability, nor to 
car’s subjected to misuse. Refer to the ““Owner’s Manual 
Supplement’ for Guarantee information. Your American 
Motors’ dealer as well as the dealers who sell and install 
trailer equipment will be happy to guide you in preparing 
your car and trailer rig for many pleasant miles of driving. 


TRAILER REGULATIONS 


State regulations vary on the hauling of trailers. There are 


‘often weight limits, regulations governing the use of rear- 


view mirrors, safety chains, trailer signal lights and trailer 
brakes. Trailer brakes are usually required on trailers with a 
gross weight over 1,000 pounds. To be on the safe side, 
check the regulations before taking to the highway. 


INFORMATION NOTICE 


This publication is based on the latest product information 
at the time of printing. American Motors Corporation’s 
policy is one of continuous inprovement, therefore, all 
information is subject to change without notice, and 
without incurring obligation. 





American Motors Corporation 14250 Plymouth Road Detroit, Michigan 48232 
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AMERICAN MOTORS SALES CORPORATION 
14250 Plymouth Road 
Detroit, Michigan 48232 


December 8, 1971 


Product Information Bulletin AM-72-4 
Z-72-4 


TO: All American Motors Dealers 
SUBJECT: 1972 "Auto-Loc" Seat Belts 


A copy of the "1972 Owner's Manual Supplement--Auto-Loc Seat 
Belts" is enclosed to explain a new safety feature. 


The supplement (part no. 3218295) covers operating instructions 
for the new Auto-Loc seat belts with an integral warning system. 
For the owner's information, the supplement is placed in the 
glove box of 1972 American Motors passenger cars, so equipped, 
at the factory. 


Federal Motor Vehicle Safety Standard No. 208 requires factory 
installation of the new seat belt and warning system in all new 
passenger cars built on or after January 1, 1972. American 
Motors will begin factory installations in mid-December, 1971, 
to assure full compliance. 


Advanced information on this new safety feature was included in 
the 1972 Data/Color/ Upholstery Book (pages A-16, B-22, C-15, 

D-16,E-21 and J-1), Please insert the enclosed supplement in 
the ''Safety-J" section of your book for future reference. 


Sincerely, 


Cari Chakmakian, Manager 
Product Information Dept. 


/tr 
Enclosure 
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Owner’s Manual Supplement-— 
-Loc” Seat Belts 


72 Owner’s Manual Supplement covers the 
ig instructions for the ‘‘Auto-Loc”’ seat belts 
integral warning system. /t is important that 
1 and understand the enclosed information 
perating your 1972 Gremlin, Hornet, Javelin, 
or Ambassador. This seat belt and warning 
complies with Federal Motor Vehicle Safety 
1 No. 208, which requires factory installation 
ars built on or after Jan. 1, 1972. 


‘mentary information is for pages 20 and 21 of the 1972 
anual (part no. 3215649) covering American Motors pas- 


18295. 1st Printing. Litho in U.S.A. 
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1972 CONSUMER INFORMATION ; 
This booklet is placed in the glove box of every new car as it leaves the factory. This copy 


is provided for use in the dealership, therefore please do not remove it. If you need extra 
copies, contact your Zone office. This procedure is in compliance with Federal Regulations. 
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SAFE-COMMAND BELTS 


Constant and proper use of lap and 
shoulder belts is a wise safety pre- 
caution. Make it a habit to always 
wear belts properly and see that pas- 
sengers follow your example. 


“‘Auto-Loc” Seat Belt Instructions 


For improved safety and convenience, 
your car is equipped with ‘‘Auto-Loc’”’ 
automatic-locking lap belts for all out- 
board front-and rear-seat passengers 
(forward facing), plus a seat belt 
warning system for the driver and 
right front-seat passenger. In addi- 
tion, there are shoulder belts for the 
driver and right front-seat passenger. 


Here are four steps to follow once 
you have adjusted your seat to a com- 
fortable driving position and set the 
rear view mirror: 


1. Pull the lap belt out of the auto- 
matic-locking retractor without 
stopping prematurely. Connect 
belt ends, and note “click’’ for 
proper connection. Check for 
proper belt routing in relation to 
seats to insure belts are not 
twisted. 


2. Adjust lap belt low on hips, and 
snug up by pulling belt toward re- 
tractor. 


3. To attach shoulder belt to driver 
or right front-seat passenger lap 
belt, insert “pin” at end of shoul- 
der belt into the hole at connector 
end of lap belt. Pull shoulder belt 
so that pin ‘‘snaps” into the upper 
part of slotted hole. Adjust shoul- 
der belt length with sliding metal 
plate at end of shoulder belt. 


4. Shoulder belt must be adjusted 
after lap belt is snug. Adjust length 
so that you can just insert your 
fist between the belt and your 
chest when sitting back in the seat. 
To take up excess shoulder belt 
length, slide plastic piece up. 


To disconnect lap belt, simply press 
the push button on top of the buckle. 
Shoulder belt can remain attached to 
outboard lap belt when leaving your 
car (simplifies next hook up). 


On certain models so equipped, the 


_ center front and rear seating positions 


(and rear-facing wagon 3rd seat) have 
manually-adjustable lap belts, and 


are not tied in with the warning sys: @ 
tem. Tighten the lap belt by pulling 
firmly on loose end. Make sure belt is 
low and snug around hips. To discon- 
nect belt, simply press the push but- 
ton on top of the buckle. 





Seat Belt Warning System 
Instructions 


The seat belt warning system pro- 
vides simultaneous visual (red light) 
and audible (buzzer) reminders to 
fasten seat lap belts for the driver 
and right front-seat passenger. The 
“FASTEN BELTS” red warning light € 









instrument panel) and buzzer 
ction when the following condi- 
1s exist: 


When the ignition switch is ‘‘on”. 


With automatic transmission; 
when the selector lever is in any 
forward or reverse position. 


With column-shift manual trans- 
mission; when the shift lever is in 
any in-gear position (except neu- 
tral). 


With floor-shift manual transmis- 
sion; when the parking brake is 
not engaged. 


rare occasions, the seat belt 
ning system will operate even 
igh there is no one sitting on the 
t front seat, which has a pressure- 
sitive electrical switch inside the 
ion. This can be caused by hand- 
;, suitcases or packages lying on 
seat cushion—or perhaps an ob- 
such as a seat belt buckle, may 
ome wedged between the seat 
k and cushion. To correct this 
dition, remove the object and/or 
ir the entrapped article from seat. 


Warning Light Location 


The “FASTEN BELTS” red warning 
light is located as follows: 


Gremlin and Hornet... above main 
light switch on left side of panel. 


Javelin... left of steering column in 
2nd and 3rd warning light positions. 


Matador and Ambassador . . . above 
ashtray on lower center of panel. 


For bulb replacement: On Javelins, 
a pair of #1891 bulbs are used. On 
all other models, the warning light is 
replaceable as a unit (pry off using 
pen knife or similar tool). 


Note: Refer to page 21 and 22 in the 
1972 Owner's Manual for “Tips on 
Belts’, ‘‘Lap Belt Routing” and “When 
Children are Passengers’”’. 
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1972 CONSUMER INFORMATION 


This booklet is placed in the glove box of every new car as it leaves the factory. This copy 
is provided for use in the dealership, therefore please do not remove it. If you need extra 
copies, contact your Zone office. This procedure is in compliance with Federal Regulations. 


Information 


Acceleration & Passing Ability 


Tire Reserve Load 





|GREMLIN & HORNET 


Stopping Distance 




















; WARNING LIGHT 





— ia 


SE PANEL 


NEUTRAL SWITCH.“ 


seer 





1972 “‘Auto-Loc” Seat Belts with Warning System. Matador and Ambassador shown. 
Gremlin, Hornet and Javelin similar except for warning light location (see inside). 











American Motors Vi 
Consumer 
Information 
Acceleration & Passing Ability 

Tire Reserve Load 

Stopping Distance 


1972 


— 


1972 CONSUMER INFORMATION 

This booklet is placed in the glove box of every new car as it leaves the factory. This copy 
is provided for use in the dealership, therefore please do not remove it. If you need extra 
copies, contact your Zone office. This procedure is in compliance with Federal Regulations. 





“SAFE-COMMAND” FEATURES 


Driving pleasure begins with driv- 
ing safety. Your new car is equipped 
with proven safety features which 
are built into every American 
Motors car. Yet every motorist must 
keep in mind that safety is a two 
way street. It takes a safety-con- 
scious driver AND a safe, well 
maintained car. American Motors 
“Sate-Command” features include... 


General Equipment 


Seat Belts 

Two Front Shoulder Belts 

Two Rear Shoulder-Belt Anchors 

Two Front Head Restraints 

4-Way Hazard Warning Signals 

Lane-Changer Turn Signals 

Automatic Back-Up Lights 

Side-of-Car Safety Marker Lights 

High-Intensity Headlights with 

“Guard-Glo” Feature 

@ Inside Rear-View Mirror with 
Twin Ball-Joint Pivots 

® Left-Side Rear-View Mirror 

® 2-Speed Electric Windshield 
Wipers & Non-Glare Blades 

© Electric Windshield Washers 

® Windshield Defrosters (Heater) 


Construction, Brakes, Wheels 
Single-Unit Body Construction 
Energy-Absorbing Steering Column 
Deep-Dish Steering Wheel 
Guard-Rail Doors (Javelin) 
High-Strength Windshield Glass 
Tempered Side & Rear Glass 
Molded Ceiling Headliner 
Padded Sun Visors 

Padded Instrument Panel 
Safety-Shaped Armrests 
Non-Glare Finish on Inside Parts 
Double-Safety Brake System 
Brake System Warning Light 
Self-Adjusting Brake Linings 
Mechanical Stop-Light Switch 
Corrosion-Resistant Brake Lines 
Safety-Rim Wheels 

Tire Tread-Wear Indicators 


Locks, Door Handles, Controls 

® Anti-Theft Ignition, Steering & 
Trans. Lock with Warning Buzzer 
(less Trans. Lock on floor shift) 
High-Strength Door Locks 
Safety-Shaped Door Handles 
Two-Key Locking System 
Safety-Shaped Control Knobs 
Safety-Styled Instrument Panel 
Front Seat-Back Lock 
Dual-Action Hood Latch 


AIR POLLUTION CONTROL 


American Motors has been actively en- 
gaged in reducing air pollutant emis- 
sions since the early 1950’s. Substantial 
progress has been made, and our 1972 
cars meet the new, more stringent 
standards. For example, air pollution 
control systems on our 1972 cars as 
applied nationwide, will reduce hydro- 
carbons by 80% and carbon monoxide 
by 65%. Five AM cars today are equal 
to one car ten years ago in pollutant 
emissions. 


To assure that the following systems 
continue to function properly, sched- 
uled maintenance is important, as ex- 
plained in this manual: 


© Exhaust Emission Control... .Engine- 
Mod” system for all cars, except “Air- 
Guard” system for V-8’s with manual 
transmission. 

¢ Fuel-Tank Vapor Emission Control. 

Positive Crankcase Ventilation. 

°@ “Nitrox-TCS” . . . Transmission Con- 
trolled Spark to reduce Nitrogen 
Oxides (California requirement). 

® All engines will run on regular-grade 
leaded fuel, low-lead fuel or no-lead 
fuel to help reduce hydrocarbon 
emissions. 


Performance Information for You... The Consumer 


We at American Motors are nat- 
urally delighted that you have 
purchased one of our products, or 
are considering the purchase in the 
near future. 


Every automobile product that we 
offer to the public is designed and 
built in full compliance with, and 
in many cases exceeds, all appli- 
cable standards set forth by Federal 
regulations. Furthermore, the per- 
formance of our products in re- 
spect to acceleration and passing 
ability, tire reserve load, plus stop- 
ping distance is reported for your 
information in this booklet in ac- 
cord with Federal Motor Vehicle 
Safety Regulations. 


All tests were conducted in accord- 
ance with Federal regulations which 
require the /east favorable perform- 
ance figures for a specific model 
within a model group be shown 
for the entire model group. There- 
fore, actual performance figures of 
most models within a model group 
are better than the figures shown. 


The condition of the vehicles re- 
ported upon should be noted before 
reviewing test results, as follows: 
1. ‘‘Lightly-Loaded Vehicle 
Weight” equals the sum of... 

a. “Curb Weight”... means the 
weight of a motor vehicle with 
standard equipment including 
the maximum capacity of fuel, 
oil, and coolant, plus heater, 
air conditioner and additional 
weight of optional engine. 

b. Driver and test-measuring in- 
strumentation (totaling 300 
pounds in the front seat area). 

2. ‘‘Maximum-Loaded Vehicle 
Weight” equals the sum of... 

a. “Curb Weight” (see 1a). 

b. “Accessory Weight”... means 
the combined weight (in ex- 
cess of those standard items 
which may be replaced) of 
automatic transmission, power 
steering, power brakes, power 
windows, radio, heater and 
air conditioner, to the extent 
that these items are available 
as factory-installed equipment 


(whether installed or not). 

c. “Vehicle Capacity Weight”... 
means the rated cargo and 
luggage load, plus 150 pounds 
times the vehicle’s seating 
capacity (see Owner's Manual). 

d. “Production Options Weight” 
... means the combined 
weight of those installed regu- 
lar production options weigh- 
ing over 5 pounds in excess 
of those standard items which 
they replace, not previously 
considered in “curb weight’ 
or “accessory weight’, includ- 
ing heavy-duty brakes, roof 

; rack, heavy-duty battery, etc. 

Our sales catalog, available from 
any American Motors dealer, ex- 
plains the various models and op- 
tions offered to meet your driving 
needs. If you have already pur- 
chased one of our cars, may we 
call your attention to the Owner's 
Manual, for it contains information 
on the proper operation of your 
car plus a complete maintenance 
section with ‘do-it-yourself’ tips. 
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ACCELERATION & PASSING ABILITY... Federal Motor Vehicle Safety Regulation No. 575.106 


The charts on the next two pages 
indicate the passing times and dis- 
tances that can be met or exceeded 
by the American Motors vehicles to 
which it applies, in the situations 
diagrammed below. 


The low-speed pass assumes an 
initial speed of 20 MPH and a limit- 
ing speed of 35 MPH. The high- 
speed pass assumes an initial speed 
of 50 MPH and a limiting speed of 
80 MPH. 


Notice: The information presented 
represents results obtainable by 
skilled drivers under controlled 
road and vehicle conditions, and 
the information may not be correct 
under other conditions. 


It should be noted that all passing 
times and distances were obtained 
with maximum-loaded vehicles 
equipped with automatic transmis- 
sions and standard axle ratios, 
therefore reflecting the slowest ac- 


celeration for cars in each particular 
group. Lightly-loaded vehicles, 
typical of most driving, will accel- 
erate quicker. Every engine avail- 
able within each particular series 
of vehicles is not necessarily shown. 
In most cases, higher-numerical 
axle ratios are available as factory- 
installed options which can im- 
prove the automatic transmission 


LOW-SPEED PASSING 


INITIAL SPEED: 20 MPH 


figures shown. Also, manual 3- 
speed and 4-speed transmissions 
are available for certain models 
with a variety of axle ratios, all of 
which can meet or improve the 
figures shown. 

For your information, all of the 
engine, transmission and axle ratio 
combinations are shown in chart 
form in the sales catalog. 


LIMITING SPEED: 35 MPH 


TOTAL PASSING DISTANCE, FEET 
TOTAL PASSING TIME, SECONDS 


CONSTANT 20 MPH 
55 FT. TRUCK 


HIGH-SPEED PASSING 


INITIAL SPEED: 50 MPH 


LIMITING SPEED: 80 MPH 


TOTAL PASSING DISTANCE, FEET 
TOTAL PASSING TIME, SECONDS 


TRUCK SPEED 
CONSTANT 50 MPH 


55 FT. TRUCK 





See charts on next two pages .) 


Gremlin Six 
Low-Speed Pass__ 415 Feet; 9.0 Seconds 
High-Speed Pass__1418 Feet; 15.8 Seconds 
Gremlin V-8 
Low-Speed Pass__ 392 Feet; 8.3 Seconds 
High-Speed Pass__1204 Feet; 12.7 Seconds 
Hornet Six Sedans 
Low-Speed Pass 432 Feet; 9.6 Seconds 
High-Speed Pass__1460 Feet; 16.4 Seconds 
Hornet V-8 Sedans 


Low-Speed Pass__ 404 Feet; 8.7 Seconds 
High-Speed Pass__1242 Feet; 13.3 Seconds 


Hornet Six Wagons 


Low-Speed Pass__ 434 Feet; 9.6 Seconds 
High-Speed Pass__1469 Feet; 16.6 Seconds 


Hornet V-8 Wagons 


Low-Speed Pass 413 Feet; 9.0 Seconds 
High-Speed Pass__1268 Feet; 13.6 Seconds 


Javelin Six 


Low-Speed Pass__ 432 Feet; 9.6 Seconds 
High-Speed Pass__1542 Feet; 17.6 Seconds 


Javelin V-8 


Low-Speed Pass__ 419 Feet; 9.2 Seconds 
High-Speed Pass__1291 Feet; 14.0 Seconds 


(blank) 


Low-Speed Pass__ Feet; Seconds 
High-Speed Pass__ Feet; Seconds 


Matador Six 
Sedans & Hardtops 
Low-Speed Pass__ 437 Feet; 9.7 Seconds 
High-Speed Pass__1570 Feet; 18.0 Seconds 










Matador V-8 
Sedans & Hardtops 
9.3 Seconds 


Low-Speed Pass__ 423 Feet; 








Low-Speed Pass_— 
High-Speed Pass__ 














(blank) 


Low-Speed Pass__ 
High-Speed Pass__ 


(blank) 





High-Speed Pass__1332 Feet; 14.6 Seconds 


Feet; 


Matador Six Wagons 


Matador V-8 Wagons 


Low-Speed Pass__ 427 Feet; 
High-Speed Pass__1374 Feet; 15.2 Seconds 


Feet; 
Feet; 


Feet; 





Seconds 


Seconds 








Low-Speed Pass__ 449 Feet; 10.1 Seconds 
High-Speed Pass__1612 Feet; 18.6 Seconds 


9.4 Seconds 


Seconds 
Seconds 









Ambassador Six Sedans 





Low-Speed Pass__ 436 Feet; 9.7 Seconds 
High-Speed Pass—1507 Feet; 17.1 Seconds 







Ambassador V-8 
Sedans & Hardtops 


Low-Speed Pass. 426 Feet; 9.4 Seconds 
High-Speed Pass__1397 Feet; 15.5 Seconds 


(blank) 


Low-Speed Pass__ Feet; Seconds 
High-Speed Pass__ Feet; Seconds 









Ambassador V-8 Wagons 





Low-Speed Pass__ 430 Feet; 9.5 Seconds 
High-Speed Pass__1413 Feet; 15.7 Seconds 


(blank) 


Low-Speed Pass__ Feet; Seconds 





High-Speed Pass__ Feet; Seconds 


TIRE RESERVE LOAD... Federal Motor Vehicle Safety Regulation No. 575.102 


The charts on the next two pages 
list the tire size designations recom- 
mended by American Motors for 
use on the vehicles to which it ap- 
plies, with the recommended infla- 
tion pressure for maximum loading 
and the tire reserve load percentage 
for each of the tires listed. The tire 
reserve load percentage indicated 
is met or exceeded by each vehicle 
to which each chart applies. 


While most of the tires shown in 
the charts are normally available 
factory equipment, some of the 
sizes are available only as special 
fleet-sales options. The tire chart 
in the sales catalog lists normally 
available factory sizes. 


Warning. Failure to maintain the recommended tire inflation pres- 
sure or to increase tire pressure as recommended when operating 
at maximum loaded vehicle weight, or loading the vehicle beyond 
the capacities specified on the tire placard affixed to the vehicle 
(also shown in the Owner's Manual), may result in unsafe operating 


conditions due to premature tire failure, unfavorable handling 
characteristics, and excessive tire wear. The tire reserve load per- 
centage is a measure of tire capacity, not of vehicle capacity. Load- 
ing beyond the specified vehicle capacity may result in failure of 
other vehicle components. 





W.2 — W, X 


The tire reserve load percentage 
for the particular vehicle is the 
lowest of the percentages for each 
tire on the vehicle, and is calcu- 
lated as follows: 


100 = Tire Reserve 
W, Load % 


W, = The vehicle maximum load 
on the tire, for the front and_ 
rear tires respectively. The 
figures are determined by 
distributing to each axle its 
share of the maximum 
loaded vehicle weight, and 
dividing that share by 2. 


W: = The load rating for each tire 
as installed (set forth in 
Federal Motor Vehicle Safety 
Standard No. 109) using 
American Motors recom- 
mended tire inflation pres- 
sure for maximum loaded 
vehicle weight. 


See charts on next two pages D 
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Recommended Tire Sizes 
6.95| C78 | D78 | D70 
14 14 14 | 14 
Front | 28 28 | 28 | 28 

Rsrotimendedicoll MASH Froc| 26 | 28 | 28 | 28] | 


Loaded Vehicle Weight Rear | 28] 28] 28] 28] | 
Te tere laod Paconogs? | 72[70 [27 [ina] 


Recommended Tire Sizes 


C78} D78} D70 
14] 14] 14 






Hornet Six 
Wagons 











Recommended Tire Sizes 
; 6.45] B78 | D70 
13 14] 14] 14 
Recommended Cold Inflation Front] 28 | 26] 26| 26] | | 
Pressure for Maximum 
fear [78 [26 | 28 | 26 |_| 


Loaded Vehicle Weight 


re Reserve toed Perestae’ [10] 54] 0 fie] 


Recommended Tire Sizes 
Gremlin V-8 6.95 | C78 |D78 | D70 
14 14 14 14 
Pressure for Maximum 
rex [ae [20 [a | 28 | | 


Loaded Vehicle Weight 


sea paipeal | 


Hormel Six Recommended Tire Sizes 
: B78 | 6.95] C78 | D78 | D70 
Sedans 14) 14 144 744 1 14 
Recommended Cold Inflation 
Pressure for Maximum 
Tire Reserve Load Percentage! 3.71 6.1 [9.3 | 8.9 [14.6]14.4| 


ce i 

sedors He See el | 
ee aeetates [ent|i2e | 28 | 28 | 28 | | 
Loaded Vehicle Weight fRear | 28 | 28 | 28 | 28] | | Loaded Vehicle Weight Rear | 26 | 26 | 26 | 26[ | 


Tre Reserve load Percotooet aa]a0[eafea] | | [Tre Rese toad Pereaeae’ [salestaol77] 


6 1The difference, expressed as a percentage of tire load rating, between (a) the load rating of a tire at the vehicle manufacturer's recom- 
mended inflation pressure at the maximum loaded vehicle weight and (b) the load imposed upon the tire by the vehicle at that condition. 






Recommended Cold Inflation 






























Hornet V-8 
Wagons 











Recommended Cold Inflation 


sree ay tie [Front | 28 | 28 | 28 | 28 | 
aximum 

(ooded Vente woigt__ [Rear | 26 | 26 26 | 28] | 

Tre Reserve toad Porenise’ [vaio] 7a[7o] | 


Recommended Tire Sizes 
C78|D78} E78 | E70 
WA | ale: 14 14 
Front | 26 | 24 | 24] 24 

ens ea Cold ination | ro | 28 [24 | 24 | 2a || 


Loaded Vehicle Weight [Rear | 26 | 24] 24| 24 | | 
ire Reserve load Poconos’ [os Pen frsafiaa] —] 
Recommended Tire Sizes 


Javelin V-8 E78 | E70 | E60 
14] 14] 15 


Recommended Cold Inflation [Front] 26 | 26 | 26] 26 | | 
Pressure for Maximum 























Javelin Six 










Recommended Cold Inflation 



















































Recommended Tire Sizes 

felis [Se] | 
Vs ols 

[Front | 24 | 24 | 24 [24 | | 

Rear | 28 | 28 | 28 | 28] | 

[5.0 Ji1.3]17.0f16.6] |_| 

Matador V-8 


Sedans & Hardtops mi a ge oi e 
Pressure for Maximum 
Tire Reserve Load Percentage! lar {eal eiliaalos| | 


| Recommended Tire Sizes | Tire | Recommended Tire Sizes | 
G78{| H78 |G78]| H78 
14>) 14 4 15) 15 
Fron [20 [0] 20 | 
Pressure for Maximum 


loaded Vehicle Weight [Rear | 28 | 28 | 28 | 28| | | 
Ese eed rovenoor [er [alee [nal 1 


Recommended Tire Sizes 


H78 |G78} H78 
1A US: NS 







Matador Six 
Sedans & Hardtops 






E78 






Recommended Cold Inflation 
Pressure for Maximum 
Loaded Vehicle Weight 


Tire Reserve Load Percentage! 






















Recommended Cold Inflation 



















Matador Six 
Wagons 










Recommended Cold Inflation 
























Matador V-8 


Wagons is 









Recommended Cold Inflation 


Fe fr Box mastebetetet fe 
loaded Vehicle Weight [Rear | 28 | 28 | 28] 28] _| 
Bere load Percentage! [2.0 [107] 17 [104] 









1The difference, expressed as a percentage of tire load rating, between (a) the load rating of a tire at the vehicle manufacturer's recom- 
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Ambassador V-8 Recommended Tire Sizes 
E78 | F78 | G78] F78 | G78| H78 

Sedans & Hardtops i4 1 tA) ae ae 15 

ressure for Maximum 

Loaded Vehicle Weight 28 

Tire Reserve Load Percentage! ENEIEIEES 20.5 


Recommended Tire Sizes 


H78 | H78 

as 
Sr eda cn 
Pressure for Maximum 
(coded vekide wat _[Reor| 70/28 | | | | 
Tire Reserve Load Percentage! 7S Fal Ae | hes 


Recommended Tire | Recommended Tire Sizes | 
Re Fe 
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Recommended Cold Inflation 
Pressure for Maximum 
Loaded Vehicle Weight 






Tire Reserve Load Percentage! 
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Pressure for Maximum 
Loaded Vehicle Weight 


Tire Reserve Load Percentage! ea ee 
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mended inflation pressure at the maximum loaded vehicle weight and (b) the load imposed upon the tire by the vehicle at that condition. 


STOPPING DISTANCE... Federal Motor Vehicle Safety Regulation No. 575.101 


The charts on the next five pages 
indicate the braking performance 
that can be met or exceeded by the 
American Motors vehicles to which 
it applies, without locking the 
wheels, under different conditions 
of loading and with partial failures 
of the braking system. The informa- 
tion presented represents results 
obtainable by skilled drivers under 
controlled road and vehicle condi- 
tions, and the information may not 
be correct under other conditions. 


All stops, which are measured in 
feet, were made from a vehicle 
speed of 60 MPH. In performing 
such stops, the brake pedal applied 
effort did not exceed 150 pounds, 
and as mentioned above, wheel 
lock-up was not permitted. For 
both lightly-loaded and maximum- 
loaded vehicle conditions, the fuel 


tank was filled between 90% and 
100% of total capacity. During the 
entire stop, the transmission was in 
neutral (or clutch disengaged), to 
eliminate the effect of ‘engine 
braking’. Prior to the brake tests, 
brakes were “burnished” by con- 
ducting 200 stops from 40 MPH. 


The stopping distance shown for 
“emergency service brakes, with 
partial service brake system fail- 
ure’’, means that the tests were 
conducted with either the front or 
rear hydraulic brake system inop- 
erative. A red ‘BRAKE’ warning 
light in the instrument panel will 
indicate the rare condition of los- 
ing hydraulic pressure in one of 
the brake systems. This represents 
a highly adverse stopping condi- 
tion for either light or maximum 
loads when either front or rear ser- 


vice brakes are inoperative. Nofe, 
that the same red “BRAKE” warning 
light also indicates if parking brakes 
are applied. 


The stopping distance shown for 
“brake power unit failure, maxi- 
mum load’’ naturally applies only 
to cars equipped with power 
brakes or power disc brakes on 
which the power assist unit is ren- 
dered inoperative, thus simulating 
a highly adverse and rare condition. 


It should be noted that stopping 
distances are affected by a great 
number of variables involving car 
condition and equipment, car 
speed and attitude, passenger and 
cargo load, tire mileage and pres- 
sure, weather and _ temperature 
conditions, road surface conditions, 
plus the driver’s ability and re- 
action time. 


See charts on next five pages [> 
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Car Ordering Guide and Price List 
Section 1 Page 1 


V American Motors Sales Corporation inves: Auret2,1971 
CAR ORDERING GUIDE and PRICE LIST 
Motors" 1972 MODELS 





MODEL BODY TYPE 
6-CYLINDER BASE 
GREMLIN 
46-5 2-Dr. Sedan (4-Pass), ........... 
HORNET SST 
06-7 2-Dr. Sedan .................. 
05-7 4-Dr, Sedan... oc cece ee 
08-7 4-Dr. Sportabout (Wag.-2seat) .... 
JAVELIN SST 
19-7 2-Dr. Hardtop ................ 
MATADOR 
15-7 4-Dr. Sedan <aesciecc cee ss 
18-7 4-Dr. Wagon-2 Seat ............ 
19-7 2-Dr. Hardtop ................ 
Add for 304 CID 2-B., V-8 over Base 6-Cylinder 
Gremlin ... pinay erate aeatare wiedeiaic ieials 
HOMeLSST oo cc ois oka woe 
SAVEMNSS Te oe so eae ben iu 
Matadonisrseicjieic st es ook 
V-8 BASE 
JAVELIN AMX (304 CID 2-B., V-8 with 3-Speed Manual, Floor Shift) 
79-8 2-Dr. Hardtop ................ 
AMBASSADOR SST (304 CID 2-B., V-8 with Torque-Command, Column Shift) 
85-5 @Dr. Sedan’ si, oo oes es ees 
88-5 4-Dr. Wagon-2 Seat ............ 
89-5 2-Dr. Hardtop ................ 
AMBASSADOR BROUGHAM (304 CID 2-B., V-8 with Torque-Command, Column Shift) 
85-7 4-Dr. Sedan .......0.......... 
88-7 4-Dr. Wagon-2 Seat ........... Mi 


89-7 2-Dr. Hardtop ................ 








i atid fas 





cae enneneet 


a este 






eve 79 





OPTIONAL ENGINES = 
ee ee ~q 
HORSEPOWER CU. IN. CARB. BORE & HORSEPOWER 3 
rr Pe 
: a 


STANDARD ENGINE 
CU. IN. CARB. BORE & 
WHEELBASE _DISP._ _CYLS. BBLS. STROKE 
GREMLIN 96 232 6 1 3.75x3.50 
HORNET 108 232 6 1 3.75x3.50 
JAVELIN 110 _ 232 6 1 3.75x3.50 
MATADOR 118 232 6 1 3.75x3.50 
AMBASSADOR 122 304 8 2 3.75x3.44 























Carline 
0=Hornet 
1=Matador 
4=Gremlin 
7=Javelin 
8=Ambassador 






Built By 
American 
Motors 
Corporation 











IMPORTANT: FULL 13 DIGIT NUMBER MUST BE USED WHEN 


Type of Transmission 
A=Automatic Column Shift 
C=Automatic Console Shift 
M=4-Speed Manual Floor Shift 
S=3-Speed Manual Column Shift 
E=3-Speed Manual Floor Shift, Sync. 
F=3-Speed Manual Floor Shift 














VEHICLE IDENTIFICATION NUMBER KEY 


Body Style 
5=4-Dr. Sedan 
6=2-Dr. Sedan 
8=4-Dr. Station Wag. 
9=2-Dr. Hardtop 








NET TAXABLE DISP. _CYLS. BBLS. STROKE NET TAXABLE 
100 33.75 258 6 1 -3.75x3.90 ~—-:110 33.75 
304 8 2  3.75x3.44 ~—-:150 45.00 Cock 
» © 
100 33.75 258 6 1 -3.75x3.90 ~—-110 33.75 Ow 
304 8 2 -3.75x3.44 «150 45.00 oO 
360 8 2 4.08x3.44 175 53.27 o nN 
100 33.75 258 6 1: 3.75x3.90 —-:110 33.75 Go rT 
(a) 304 8 2 375x344 150 45.00 Hs ry 
360 8 2° 4.08x3.44 175 §3.27 =: 
360 8 4 — 4,08x3.44 (d) 195 53.27 = © 
401 8 4  4,17x3.68 255 55.51 S 4 
o 
100 33.75 (b) 258 6 1 —-3.75x3.90 110 33.75 o @ 
304 8 2 -3.75x3.44 150 45.00 a ie 
360 8 2 4.08x3.44 175 53.27 a5 
360 8 4  4.08x3.44 (d) 195 53.27 = 
401 8 4 417x368 255 55.51 fe} 
150 45.00 360 8 2  4.08x3.44 {75 53:27 3 
360 8 4 — 4.08x3.44 (d) 195 53.27 
401 8 4 4.17x3.68 255 55.51 © 
(c) 258 6 1 —-3.75x3.90 110 33.75 oa 
(a) Standard on Javelin AMX (c) Approved Fleet Sales Option only. ° 
(b) Standard on Matador Wagon. (d) Rated at 220 with Dual Exhaust. = 




















Plant Location 

1-6=Kenosha Sequential 
7-9=Brampton Serial Number 
Six digit numbers 














Engines 
A=258 CID Six, 1-B.Carb. 





















E=232 CID Six, 1-B.Carb. Z 

H=304 CID V-8, 2-B.Carb. g 

N=360 CID V-8, 2-B.Carb. . 

P=360 CID V-8, 4-B.Carb. & 

5=Gremlin Z=401 CID V-8, 4-B.Carb. = 
Ambassador SST S 
7=Hornet SST, Javelin SST. = 
Matador or Amb, Brougham S 






8=Javelin AMX 






REGISTERING CARS 


Vehicle Identification Number is visible through the windshield on the driver side of the instrument panel 


€ 93eg | UOor}Iag 


ISV'] 90Lg pur apiny 3uLapIgO rep 


bay 























6-CYLINDER MODELS 
Gremlin Hornet Javelin 
4-Pass, SST SST AMX 
2-Dr. Sedan... . 2519 2637 - - 
4-Dr. Sedan .... - 2696 - - 
4-Dr. Wagon ... - 2781 - - 
2-Dr. Hardtop . . - - 2890 - 
V-8 MODELS 
4-Dr. Sedan .... - - - - 
4-Dr. Wagon ... - - = = 
2-Dr. Hardtop . . - - - 3194 





Equipment (Optional) 


Vinyl-Covered Roof . 
Individual Reclining Seats 2-Dr./4-Dr. .. 
Bucket Seats nageaag Cushion & Armrest . 
Bucket Seats . . 
Custom Trim Pa 
Sportabout D/L Package ... 2 
Hornet “X” — 6/V-8 Sportabout “X” Package... . 
Engine with Transmissions: 
232 CID-1B w/Auto. .... 
258 CID-1B w/3-Speed 
258 CID-1B w/Auto. .. 
304 CID-2B w/3-Speed ... 
304 CID-2B w/Auto. - Sedan/H.T. 
- Wagon .. 
360 CID-2B w/4-Speed ....... 
360 CID-2B w/Auto. - Sed./H.T. (Except AMX) 
- Wagon ...... xolanig sre 
- AMX . ‘ 
360 CID-2B to 360 CID-4B...... 
360 CID-4B w/4-Speed (Except AMX) . 
WRMANGT Sapo eee siee 
































- Wagon .... 








401 CID-4B w/4-Speed .. 
401 CID-4B w/Auto. - Sedan/H.T. 
- Wagon .... 
401 CID-4B w/4-Speed - AMX . 
401 CID-4B w/Auto.- AMX . 
Dual-Exhaust System - V-8 . . 
Twin-Grip Differential . 
Power Steering - 6/V-8 . 
Power Brakes .......... 
Power Disc Brakes - Ft Sed, /H.T. 6/V-8 . 
(Includes Power Brakes) - Wagon . . 
Manual Disc Brakes - Front-6/V-8 ... 
Power Window - Rear (Incl.w/Third Seat) 
- Side Sedan and Wagon/H.T. 

















Radio ..... 
Radio w/Stereo .. . 

Radio Multi-Plex Stereo w/Speakers 
Center Armrest & Center Cushion ... 





Gremlin Hornet 





6 
32/24 
25 
9 
63 
49/44/42 


8 
32/30 

9 
38/35 
38/35 
31/28 


3222 


Javelin 


5 


ff 
35/33 


31/28 


License Information - (continued) 


a 
1972 
Shipping Weights 
Ambassador 

SST Brougham 

3541 3536 

3832 3853 

3582 3580 


Matador Ambassador 





7 7 
21/26 21/26 
19 19 
19 # 
30 z 
164 - 
164 = 
226 39 
198 39 
10 10 
236 49 
208 49 
290 11 
262 103 
34 34 

8 8 
32/30 30 

12 SID 
41/15 3 
24 12 
29 = 
6 6 

= 15 

7 7 








These weights include 


coolant, plus 8 gallons fuel. 











Equipment (Optional) 


heater, 


Gremlin 












































Console Only - 
AllSeason Air Conditioning System - 6’s 73 
-V8. 68 
Command-Air Ventilation (A/C - Delete) . - 
Interior Appointment Package 6 
Third Seat - Wagon (Incl. Power Rear Window) . - 
Cruise-Command Auto. Speed Control - 
Luggage Rack - Rear Deck - 
SOOM Hess ies fecsinisis o's Paleie’s Ooo 10 
- Roof w/Air Deflector - 
Tailgate Air Deflector.......... 5 
Sun Roots iceas caar ee 11 
Bumper Guards - Front & Rear 8 
Undercoating ....... = 
Insulation Group 18 
Vinyl Floor Mats .... 4 
Custom Wheel Covers (4) . 12 
Turbo-Disc Wheel Covers(4) . 14 
Styled Steel Wheels (4)... .... = 
Trailer Towing Package No. 1, 6/V-8 31/16 
Trailer Towing Package No. -...... - 
H.D. Engine Cooling System 6/V-8 . 10/6 
70-Amp. Battery . 10 
Handling Package 6/V-8 . 24 
Front Sway Bar, 6-Cyl. 13 
Rear Sway Bar 32 
Oversize Tires: 
18 
B78 x 14 . 33 
C78 x 14- 6/V- 8/Sportabout : 25 
D78 x 14 - 6/V-8/Sportabout .......... BA 30 
D78 x 14 w/Styled Wheels 6/V-8/Sportabout . . = 
87/64 


D70 x 14 w/Styled Wheels 6/V-8/Sportabout . . 
E78 x 14 as 
E78 x 14 w/Styled Wheels 6/V-8 
E70 x 14 - 6/V-8 
E70 x 14 w/Styled Wheels 6/V-8 . 
E60 x 15 w/Styled Wheels . . 
F78x 14... 

G78x 14. 
H78x 14... 

Blackwall to Whitewall (S) 















air conditioning on 
Ambassador only, two head-restraints, spare wheel and tire, 
tire Jack with wrench, manual transmission (automatic 
standard on aif Ambassador models), all lubricants, engine 


Hornet 


19 

7 
12 
14 


30/13 


10/6 
10 
19/6 
13 


5 

15 
30/25/20 
35/30/23 
57/52/50 
65/60/58 


i 





ll - 
60 78 
60 1 
= 31 
> 6 
1 S 
= 15 
= 6 
8 8 
19 20 
Zh 2 
12 12 
14 14 
=. 22 
29/12 26 
= 33 
716 ay 
10 10 
21/5 16 
13 STD 
- 12 
5 cS 
10 = 
31/26 - 
33/28 - 
39/32 = 
58 46 
- 8 
- 5 
5 5 
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American 
Motors 


Factory Installed Regular Production Options 


TRAILER-TOWING PACKAGE OPTIONS 


Car Ordering Guide and Price List 
Section 1 Page 5 
Issued: August 2, 1971 





Ordering Codes: 


Package Content: 


PACKAGE NO. 1 


C.C. Code 
664 TP1 


@ CAR-TO-TRAILER WIRING 
HARNESS KIT 

@ HEAVY-DUTY ENGINE COOLING 

@ HANDLING PACKAGE 


PACKAGE NO. 2 
C.C. Code 
665 TP2 


@ CAR-TO-TRAILER WIRING 
HARNESS KIT 

@ ADJUSTABLE AIR-SHOCK 
REAR SUSPENSION 

@ AUTO. TRANS. AUXILIARY OIL 
COOLER 

@® HEAVY-DUTY ENGINE COOLING 

@ HANDLING PACKAGE 


GENERAL RECOMMENDATIONS & REQUIREMENTS AS INDICATED: 


Maximum Gross Trailer Weight (Lbs.) 


ATAUCE MY PO: Screw wiciesece Bole talks wo slsle os 
Static Tongue Load Limit (Lbs.).............. 
SAB Prater Clase. sais asree waa Big. «dew tela «0. 
MOG GIS i carrera cst ties; ig sie sles skate rd’ 
Engine Required era awn wees ube xg oo isis so lciote 
Engine Cooling Required ................... 
Transmission Required.a 0 oc. ee ee ee 
Automatic Transmission Auxiliary Oil Cooler... . 
Axle Ratio Recommended .................. 
Differential Recommended .................. 


SUSPENSION INOGUITOG SiS cess ke < vio ase cee ales 
Steering Recommended .................45. 
Battery Recommended .. 5.2... ..2...00 0000s 
Trailer Hitch Type Required ***) 073 sc iss 






































3500 to 5000 


2000 to 3500 










*Low Silhouette Any Any 
Up to 150 Up to 250 200 to 350 350 to 500 
1 (Light) 1 (Light) 2 (Medium) 3 (Heavy) 
All All Except Gremlin Matador & Ambassador 
Any —+a_____——-_ 360 CID, 2-B. (Min.) ————————_> 
Std Std Heavy-Duty | Heavy-Duty 
Any +—__________ Torque-Command Automatic ————__——_» 
- - Required | Required 
**Std Std. Highest Numerical Ratio for Eng./Trans. Comb. 
Std. Std. Twin-Grip Twin-Grip 
Std. Std. Std. Std. 
Std. + —Next Size Option for Model/Engine Combination ——» 
Std. —+\___—___———_ Power Drum or Dise —————————> 
Std. Handling Package Hand. Pack.& Adj. Rear Air Shocks 
Std. Power Power Power 
Std. Std. 70-Amp. 70-Amp. 
Body Mounted Body Mounted Equalizer Equalizer 
or Equalizer or Equalizer 





*Low Silhouette - Defined as level with car top height - includes tent campers and some boats. 
**For Hornet & Gremlin - Recommended min. of 2.73 rear axle ratio with 232 CID engine for improved driveability. 


***Not available as factory options. 


GREMLIN 
w/o AC 
with AC 


HORNET | 
w/o AC 
with AC 


JAVELIN 
w/o AC 
with AC 


MATADOR 
- 6Cyl. w/o AC 
with AC 


V-8 w/o AC 
with AC 


AMBASSADOR 
“V8 














Car Ordering Guide and Price List 
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Issued May 24, 1971 (Subject to Change) 
Revised July 2, 1971 


1972 GREMLIN- 


SEAT, TRIM & COLOR AVAILABILITY 


Vinyl (Pleated) 
‘Wellington’ 
Opt. Custom Trim 
(Std. Gremlin X 
Incl. Buckets) 


| 










Vinyl 
‘Rio Grande’ 
Standard 









Trim 












Trim 
Colors 





Black/Red 












Front Seat Type ‘T’ Codes 


| 2-Door __[Bench Seat, Split Back—Standard (NA Gremlin X) 18/8/88 {/8] 8] 8] 8B 
| 4-Passenger [Bucket Seats—Optional (Standard Gremlin X) Pe Bes aes s S S S 


Rally Sb ipe Gremlin X 
Optiona 







































. le 
=| 14 Exterior Colors, Standard S| Hl el 
82 | (8 for Gremlin X) So. Sh She 
>@ @x</|xr~}/><| >t 
33 =£8|58| 33/85 
[--7x) 20/OO/Hr/nG 



































*Snow White 
*Stardust Silver, Metallic 

Skyway Blue (Light) 

Jetset Blue, Metallic (Medium) 
*Surfside Turquoise 

Grasshopper Green, Metallic (Medium) 
Hunter Green, Metallic (Dark) 
“Jolly Green (Bright) 

Yuca Tan, Metallic 

Baja Bronze, Metallic 
*Butterscotch Gold 





i 
e\e\e\e 


|e 
















44 
eeece 






| 
| 
| 








































as 
| 
\@ee 
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eeeeeceeagecdeeceese 
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*Gremlin X model package available only with the indicated 8 colors 
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American 
Motors 
GREMLIN 
Air: Cleaner, celulose-biber Or Carburetors wiccs oan eee suis e Sia ce dite ahd woe need Petey ebe aed STD 
Alternator, 37-Amp. (55-Amp. w/Air Conditioning) .......... 0.0.02 c cece eee e cece eee eeees STD 
MREATATESUS “MORON oi ciieeevani den Mey eee et cua ete ety rahe vals fe 0s cca eas aie ate Ob: ac och OR Sill o eoeieieiea Moos ora d Latest STD 
PRSIROP TA Vico RCON te arise epic cness reas cteleete eer eu hoi eI aaa Ma ere ee i eels 3 ai eRe STD 
Battery, 50-Amp., “‘Clear-Power” w/Translucent Case .........2.. cece cece cece eee ececneeeen STD 
PROG SHIRE ae fee nee uncae ote pil dg eh exe “h levese ki Sra minre iain wo eles Mik wee dlele o Sole ward eclew as STD 
Engine e252 ClO SiX, a =BaArrelCanOUretor: 5. ois hid ik elcid iclignestetbioine aie acc eleoe doecis wa ao cuee bs STD 
RUTIBANG COONAN Goer tere static data esea a hare ss Y, OMe NaC cna iaee ee i SNORING gia U a gues gl'a) 6 cailoceyel el gere e 8 Qe ea) wove STD 
Exhaust Emission Control System with closed PCV and ‘“‘Engine-Mod”’ system 
MOMS a PREUSL PIs ye Sie tence cis aces peatoa vac je lata ea hele eins woos cia as WN bnew be eta ieid ecb bene wens STD 
Floor Mats -:Passenger Compartmient (Rubber) oo ee ale ween cb ecee wee seweens STD 
SEMI Maer renee ir tate cree Ssye yun aievencr fans ¢ furor ale cis) Alasevol aie loa “avelereveve avavge a cw uCabe ein ere STD 
Buel iilters 7) ank and lindsine at: CarouretOr:. .\c-2 o's boc cla osib see va we eles ee nee waewe cess STD 
Fuel Tank - 21 Gallons w/Fuel Tank Vapor Emission Control System ............... 00000 e eee STD 
SIOVEHOK OOie ore ttteerr hy times re NO Uid. so ceca are nua wig Wil te ahalaad. dhe’ Weibv wie ess ta ere 6 alee (ee STD 
PRCadliphts; b= ntensit Van: CiArG-Gl0'?:(SINGIE) is si e 5 nee ese eyeing bok Sisvatele Sis eiuisre Bele coe 'ere, se eles STD 
RCS a rsp IN rte esta ae as en eg witches Saco la wok SiaUalenu ere reiel lo.'s (4s) 9.5, #llh wis “0 p'e s diedeieesgsa STD 
MV CALMET eV OIICAUIN NU GLO Curraha eure Grae cece dala ly ietarcte ier ariel re alee eielee a0ce oie oldie Giese STD 
MOVERS rite O Waren e MC er Oy VAN arena) cra tibsekyes sy bupeese caciarecatala'ane) giao aieieve’e oie loce we wes's oie sTD 
SSE Ste LOI CRN ce as ere TREN HUA Soa revel Si ygeetecceilgs sl cic lb. <o wiciealin a toate ai one aRSe Oa IO awl Sine wy aca dies we cvata le staves STD 
Seat. Cushions Gand EIONG (OPlt BACK) els. icici sie whe ss aiclgisvalabie Nieie%siavald' ve cei so ere os seb. eislbiee wis STD 
RAERGae GUE TDIOU TD) reser  racitte cals alana rae leone elacalle iene! Gclotenes velo w oretlle ovatenars STD 
BPAIT ile reo KAU SU SUE IE arc tenets lary TAG soci sata a/c alii's tack Oita a lalnr a Ue sollallal an eiaee eiinss lei (o,le. 0 4 le wie 6 '6 le'e(iel ween STD 
SAV aE AL CEO RADI oto CTIA WI) ea tetas Fal are aie auarce Sete aU els cra ret aceite Grecene ce wie eae aloe be scareiece eee eed d ab STD 
AP ANSALC VV AGO Miao POM ITR NY PIC 51 c5c00 voices ch nls iauese: ¢ )invelahar ahd aceleaiia Wvataraale oneit pie @ieleterd-Oneipia: ete Winlie site.’ STD 
Transmission - 3-Speed Manual, Column or Floor Shift (Std. Engine) ........ UU aa aoe STD 
= Automatic) Transmission Oil Cooler: 2.5.0 )5 Weis wale laisiels is va’ s/alele s a.elaie woes ioueteleta's STD 
Wheel Covers WHR Cane crsn iirc eicsofa See wie) Mikasa SiUIC a aie catia teretenslie cd's, i'e/'s ate. Wiaval cleseveless worareasbiad STD 
BRCOTIOL AIM STRIPE Sod acca e iets tats en kles Ser alae cis gat ti ete we Liat Gareabelinn es sila oss wisaiecs o:sleve iaralelere wou reiss ead ale STD 





“SAFE-COMMAND” STANDARD FEATURES 


Locks, Door Handles, Controls 

. Anti-Theft Ignition, Steering & 
Trans. Lock with Warning Buzzer 
(Less Trans. Lock on Floor Shift) 

. High-Strength Door Locks 

. Safety-Shaped Door Handles 


General Equipment Construction, Brakes, Wheels 

. Seat Belts . Single-Unit Body Construction 

. Two Front Shoulder Belts . Energy-Absorbing Steering Column 
. Two Rear Shoulder-Belt Anchors . Deep-Dish Steering Wheel 

. Two Front Head Restraints . High-Strength Windshield Glass 

. 4-Way Hazard Warning Signals . Tempered Side & Rear Glass 


. Lane Changer Turn Signals . Molded Ceiling Headliner . 2-Key Locking System 
. Automatic Back-Up Lights . Padded Sun Visors . Safety-Shaped Control Knobs 
. Side-of-Car Safety . Padded Instrument Panel . Safety-Styled Instrument Panel 


. Front Seat-Back Lock 

. Dual-Action Hood Latch 

. Anti-Smog Devices 

. Positive Crankcase Ventilation 


Marker Lights . Safety-Shaped Armrests 
. Hi-Intensity Guard-Glo H’lights . Non-Glare Finish on Inside Parts 
. Inside Rear-View Mirror with . Double-Safety Brake System 


Twin Ball-Joint Pivots 

. Left-Side Rear-View Mirror 

. 2-Speed Electric Windshield 
Wipers & Non-Glare Blades 

. Electric Windshield Washers 

. Windshield Defrosters (Heater) 


. Brake System Warning Light 
_. Self-Adjusting Brake Linings _ 
. Mechanical Stop-Light Switch 
. Corrosion-Resistant Brake Lines 
. Safety-Rim Wheels 
. Tire Tread-Wear Indicators 


’ 


. Exhaust Emission Control 
. Fuel-Tank Vapor Control 


grates 
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1972 Gremlin 


Factory Installed Regular Production Options 


American 
Motors 
AVAILABILITY 
C.C. CODE EQUIPMENT AND DESCRIPTION GREMLIN 
- - Deviation from Standard Gremlin Color 
PAVEMADIEM sel tes nc ala inte, Sond aces bvcaler dais Wate a ates xX 
= GX Gremlin ‘“‘X”’ Package - Includes Full-Length 
“Spear” Side Decal; Painted Grill (Except when Special 
Paint Extra Applies the Standard Silver Grill will be 
used) Slot-Style 14” x 6”’ Wheels; D70 x 14 Black 
Tires; Space-Saver Spare Tire w/Reg. Wheel; Custom 
Interior w/Bucket Seats and Cargo Area Insulation; 
15” Sports Steering Wheel; Interior Appointment 
Package and Special Decals 
- w/Black Tires .. 0.0000. cco cee xX 
-w/Raised White Letters* ......... xX 
*Specify Tire Code 11 in Tire Box 
RALLY SIDE STRIPES (See Trim Chart). xX 
Q WHI OWVMLALE (AROSE Ais) dou ecar class unin iareisees ior 
R GOL MONG sw wiiaiiscuigle ss ator ohelene aaa aia aos SPECIFY 
S BLU SRBIUG: cheesy satats ey acseuiete avateiaossiates COLOR 
T BKS ABACK Lupita: caved wii rana ler ottite’ ale aber tes DESIRED 
SPEAR SIDE STRIPES DECAL - Gremlin “‘X” Package 
Only. See Colors Above... 2.0.2.2... 0c eee ee cas xX 
- B BENCH CUSHION, Vinyl ...................0.- STD 
CUSTOM TRIM PACKAGE - Includes Custom Door Panel 
& Seat Trim (Pleated Vinyl), Carpeting, Cargo Area 
Insulation, Custom Steering Wheel, Wheel Opening 
Moldings & Drip Moldings. 
- 11B/13B/15B/16B = BenchiSeatsicin oss saiieouacsues xX 
- 118/138/15S/16S sBucket Seats cuvswece s slaenie wows X 
- - URES seiagenie tates acoraiezaalsisiara, aya lol eearsieisioveie selec ate ale Xx 
- - AXLE RATIOS - Opt. (Ref. Sec. 7 Page 1) ......... x 
O1E 135 B52 CID: SC 1ABarrel ss icicisbiirg: cisiaiaieie cpswey im eeeony STD 
O1A 150 DOS CUD SK A BArrel sears cece ee ula mks oc eieip teens xX 
01H 210 304 CID, V-8, 2-Barrel - Available only w/Custom 
Trim Package or w/Gremlin “X” .. 2.2.2... 20. sees Xx 
42A A TORQUE-COMMAND, Column Shift 
: SOAV Lie Scie a ocevaserp einhban claves Nie. ois x 
eB search emeta ere oareru auniralate X 
428 Ss 3-SPEED MANUAL, Column Shift - 232 CID 
(NA w/Gremlin “*X”’ 2-3 Synchromesh) ........... STD 
42E E 3-SPEED MANUAL, Floor Shift - 
Full-Synchromesh — 232, 258 or 304CID ......... xX 
42F F 3-SPEED MANUAL, Floor Shift - 232 CID 
@=siSvnchromesh): 25 Sos ess aoratere ncseseree aes STD 


Car Ordering Guide and Price List 
Section 2 Page 3 
Issued: August 2, 1971 





Ld Se : Le 
' 
J 3 
es 
; < ' 
pis ‘ 
} ¥ 
. 
1 









q Rena y 
allies bi! 158 











731 


2 Car Ordering Guide and Price List 
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Factory Installed Regular Production Options Essued: Auesst 2, 090) 
American 








Motors 
AVAILABILITY 
CODE EQUIPMENT AND DESCRIPTION GREMLIN 
TGD TWIN-GRIP DIFFERENTIAL .................. xX 
QRM QUICK RATIO MANUAL STEERING 20:1 (Replaces 
DAA SOERATIO) as a aicsteciccns ohm ot Gutta vane cro », 4 
POWER | 
PS POWER STEERING (Recommended w/AC)........ X 
PB FOWERIBRAKES Saisie cals is os bane ava ele wavs X 
DB POWER DISC BRAKES - Front** ............... xX 
MDB MANUAL DISC BRAKES - Front**.............. Xx 
**N/A w/Std. 13” Wheels/Tires. 
RP AM PUSH-BUTTON RADIO.................... xX 
RFM AM/FM PUSH-BUTTON RADIO*#** ............. X 
*** Available in production about October 1, 1971. 
SLC STOWAGE/LITTER CONTAINER - Pouches for both 

MLONWMOONG tet oar es elk big an eaeuee Gags X 
AC ALL-SEASON AIR CONDITIONING SYSTEM - Includes 

H.D. Engine Cooling System, 50-Amp. Battery, 

55-Amp. Alternator & 6.45 x 14 BSW Tires ........ Xx 
ACP AIR CONDITIONING PACKAGE - Includes A/C 

System (see above), Tinted Glass, Power 

Steering, & Insulation Group.................... X 
TG TINTED GLASS - All Windows (Recommended 

WAC) iuirs atti eats Lay bse GL Ris aay Ue al xX 
TW TINTED WINDSHIELD Only ................... Xx 
TAD TAIEGATE AIR DER LECTOR o0iss- cas saree wccng X 
LR LUGGAGE RACK - Roof ..............00..0005 xX 
RQW REAR QUARTER VENT WINDOWS. ............. Xx 
SNR SUNROOR Ghia San Gene Sco atu aie ee veel xX 
ASW ADJUST-O-TILT STEERING WHEEL - Includes 

Custom Steering Wheel (Sports Wheel Opt., Std. 

w/X Package). Available w/Auto. Trans. Only ....... XxX 
IAP INTERIOR APPOINTMENT PACKAGE - Includes 

Instrument Panel Parcel Shelf, Glove Box 

Lock, Glove Box Light & Cigarette Lighter ......... Xx 
VG VISIBILITY GROUP - Includes Remote-Control 

Left Outside Mirror, Visor Vanity Mirror, 

‘Day/Nite Inside Mirror, Inside Hood Release, Deluxe 

Variable-Speed Elec. Wipers & Dual Horns ......... x 
DW Deluxe Variable-Speed Electric Wipers ............ xX 
LG LIGHT GROUP - Includes Two Courtesy Lights, 

Parking Brake Warning Light, Headlights-On 

Warning Buzzer & Door Switches (Recommended 

W/SUNROOP) ics ser: Sorate aie Wo on eee, te Ce eS xX 
SST SPACE-SAVER SPARE TIRE (Available w/14” 

Tire Only - Standard w/Spoke-Style Wheels) ........ X 
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641 
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American 
Motors 


CODE 





CR 
SSW 
WD 
CWD 
Te 
MAG 


DG 


BG2 
BG4 
UN 

VFM 
SMG 
LGC 
TP1 

HDC 


HB 
HP 


FSB 
BH 


NIT 


1972 Gremlin 


Factory Installed Regular Production Options 


AVAILABILITY 
EQUIPMENT AND DESCRIPTION GREMLIN 





CUSTOM STEERING WHEEL .................. 
SPORTS STEERING WHEEL, 3-SPOKES, 15” ..... 
WHEEL COVERS) ics o).5 co Sete ee 
CUSTOM WHEEL COVERS (4) (14” Only) ........ 
TURBO-DISC WHEEL COVERS (4) (14” Only) ... 
SPOKE-STY LE WHEELS (4) 14” x 6” (Available 
w/D70 x 14 Tires Only) - Includes Space-Saver 
Spare Tire w/Regular 14” Wheel ................. 
— w/Gremlin ‘“X” Package ........ 
DECOR GROUP - Includes Wheel Opening Moldings, 
Drip Moldings and Rocker Panel Moldings. 
— with Gremlin “X” Only ........ 
— with Custom Trim Pkg. Only (Includes 
Rocker Panel Molding Only)...... 


BUMPER GUARDS 

SAR TONEOMIY. © 00g) o ais choos Raia oes 

SPLOT GREAT 305i) wick k sales 
INSULATION GROUP - Undercoating & Hood 
IDERTEIE (eV pias ES SS OA Bane coca ene a Rera canna INST Sa 
CLEAR-VINYL FLOOR-PROTECTION MATS, 
AELONED ierag cota sais atectene eee oe ae 2 ae 
SCUFF MOLDING - Side, Vinyl Insert ............ 
LOCKING GAS CAPR ete ioe uh aaagenanes 


TRAILER TOWING PACKAGE No.1 ............ 
ENGINE COOLING SYSTEM - H.D. Radiator, Power 
Flex Fan & Fan Shroud (Std. w/AC).............. 
HEAVY-DUTY 70-Amp. Battery ................ 
HANDLING PACKAGE - H.D. Springs & Shock Absorbers 
(Plus Front Sway Bar for 6Cyl.) ..........2...... 
FRONT SWAY BAR - 6-Cyl. (Std: V-8) ........... 
ENGINE BLOCK HEATER .................... 


MISCELLANEOUS 


NITROX/TCS SYSTEM - Nitrox & Transmission Con- 
trolled Spark System - Mandatory - State of 
California Only ..............0.05005 Ap aga e Bale 


x XK mK mK 


~ x 


~ KX 


x MK 
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3. HORNET TRIM AND OPTIONS 


Color and Upholstery Availability 

Standard Equipment 

Factory Installed Regular Production Options 
Factory Installed Fleet Options 





. tree 
i] 
‘ #2 
' , ma 











oe a? 
* 


Ss 


r 7 i eed RT See ae Eerie ry weir DTT ano 





Sago 










Car Ordering Guide and Price List 
Section 3 Page 1 
Issued: August 2, 1971 






























Issued May 24, 1971 (Subject to Change) Vinyl! (Pleated) 




















Revised July 2, 1971. Revised August 6, 1971 Perforated Vinyl ‘Wellington’ 
Trim Feo” arto . iscorpie? halve Peckage 
1972 HORN ET SST (SEDAN S) Standard (Std. Wagon) Custom, Opt. (Incl. Buckets) 





SPORTABOUT (WAGON) 


Models ‘T’ Codes | 41 | 
Bench Seat, Split Back—Standard PA; ALAA B 
2-Door Sedan | Individual Reclining Seats—Optional ¢ fc} ef c 
Bucket Seats—Included with Optional Rallye Package Sa es 0S) Se aS Ee 
‘door Sedan [Bate Sea Ful Back—Standr PAT ATA, A] 8] 8] 8] 8] 
Individual Reclining Seats—Optional 
Bench Seat, Full Back—Standard (NA “D/L” & “‘Gucci’’) 
4-Door Wagon — — ~ - 
Individual Reclining Seats—Optional (Incl. “D/L” & “Gucci’’) 
14 Exterior Colors, Standard 
13 Two-Tones, Optional 


on Sedans 


Woodgrain Side Panels Opt. 
on Wagon (less stripes) 

Woodgrain Side & Rear Panels 

incl. with “D/L” (less stripes) 


2 | Stardust Silver, Metallic 
Skyway Blue (Light) 
Jetset Blue, Metallic (Medium) 


















| Blue 
> 
> 
> 
oa 





Front Seat Type . 





Green 
Tan 











n 
” 
” 
nn 








< < =| Green 
< < S| Tan 








oO 
OQ 
iv) 
OQ 
o 
oO;/wmaIo|a 
Oo|/a), Oo |ao 





< 
< 
< 
< 


Paint Rally Stripe for 
Stripe | Wagon & 2-Dr. Sedan 
Std. with Opt. “X” Package 





Code Number 


Body Color 












OQ 





Petit 








Fsurfside Turquoise 
Hunter Green, Metallic (Dark) 

Joly Green (Bright) | 
Yuca Tan, Metallic 
Baja Bronze, Metallic 


butereeh God 
Peary elo 
JE SS eel 
Wid Plum, Meta | [efete| [ele, | 


TWO-TONES: Optional on Sedans, only with Snow White (Al) in combination with any other listed color. 
MINYL ROOF: Optional on Sedans (less optional Sun Roof). “Baja” grain vinyl-covered roof, as follows: 

Those without numbers are available with Black or White. 

Those marked “1” are available with Black, White or Blue. 

Those marked “2” are available with Black, White or Green. 

Those marked “3” are available with Black, White or Brown. 

Those marked ‘4” are available with Black, White, Green or Brown. 

Those marked ‘‘5” are available with Black, White, Green, Brown or Blue. 
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STANDARD EQUIPMENT- HORNET 
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American 
Motors 
HORNET 
Ais Cleaner, Celiulose-Fiber for Carburetor eee. Nic ihe ake ale ep elacetdane wie Wivvelerd Wee bale ee lee wie STD 
Alternator, 37-Amp. (55-Amp. w/Air Conditioning) .......... 0.00 c cece cece ee eee eee eens STD 
PATINIVORUS UE LONE rc car nc ture ui a aeitin ao eas at gana ue ete ei cao cena diate Mreelace. B onalb: wlat aihteresele eaeacgueie; ets! 5 STD 
ROAR crc Menno ihne ene eC UE aa nL CMe Gue Shai lpetaibal. trac Sash ca ila a aie STD 
ASH Lave LON eR Cab tes cacersie! ore arniels & eialere os a Game rai Es aE we ioc wg Sib a eS eteretere elelen STD 
Battery, 50-Amp., (60-Amp. w/360 CID V-8), “Clear-Power” w/Translucent 
Cee ranctee Merete aire ar Graes one Ws cg aria Wlvinog ceatetel OAH ete Rat homie ale Wine i lw lala alecace lecehe races STD 
MEIDATOULO UES D TCO NG ran iraip eit ah teas tohu Cash bisy as ouatd wx nwt ep tenia clays ie inch elisave e evellwatie paar aoeabatiee. arabe STD 
MOORE LOOK ST EL Way ian eat cre ive SULA aT oo racen (ol causa eleie deta lelaiere fans ei Misee se bla ceie: a6 cevelé p sierelaceinseiere nes STD 
POMS Teta mirrier ere cardi elt ue sta aia cle clea stats esas teres plone 47s \o'e\e Placwie le eiedeakeve since plese STD 
Engin = 292 ORD sstK PB pITeR CATOULELON Ge s/gis)sce: ov lldiclb: sco erares sale Rivcbid asl eip wee atlesalgce ale ores: «eile STD 
An eatle: COUNSEL ery ails a cs doe cl eee ivvoras come ia) si DReHSIG IN GOR whale gra cea\n 6 sefb lee ala wlelplaie’le Qeseaxe STD 
Exhaust Emission Control System with Closed PCV and “Air-Guard” System 
with Air Pump (V-8 w/Manual Transmission) or “‘Engine-Mod”’ 
System less Air Pump (6-Cylinder & V-8 w/Auto. Transmission)...............-. STD 
MIDOV: Mats = Rassenmer COMIDALEMIEND . o)ascra ciel s cisvvoela wis sis ni eese vinieiecolseieinlaie.sieisie)e aisiele ¢wleie ele es Colored Carpet 
mOataa Mat (earpeL) SPOLtADOUL ONLY ssi. clei nieiWe ooeia bila sila pls melee eiseie sin aiaieiy ae STD 
uel Filters =r ankvande ni isile Al CALDUTCLON s/s 5 sis icicle 6h, yes stelle bps sale op wie levis ei'be’s oils ees idieilers wo one STD 
Fuel Tank - 16 Gallons w/Fuel Tank Vapor Emission Control System ........... 0.000 cece eeeee STD 
HrcaGlininte Ticlntensieys {Guards “(SINIC) 00 isc). asta ev leioinceiaqaissee Wie sie o/s araivie e ereleelb wine a eras STD 
EMRE a SULOEI Chs ot Scat IL esa euS INCL 2) athe Ip aiien'ny modu Ward ate eunier tia: bie'9; Ao¥.e.'0) o\ai(e pi inle|in cee nw vei'e;u va edie STD 
ATE ALG MOD OMEAOOUE) mrerenets etre cia) ainiceral sis tase al siei's aie inl vba eves eth siieleriale 6 ai'sins\eho\ shave ch e'e)/pvarnle 49 bielel ei ine STD 
VEGI Tat VO PACH UIE Urs ALCNIN ree ila ete ip sous c.isig Aa (al nic oj dr ecw ate e ata s Os al ela W oie (ele el bin 'aiele aie a # si cliente STD 
Lock:= Cargo: Compartment im oportabOut FICO 3). s ris clos sieieieis 4a disle a wee cl ee be eialee elevate STD 
IR ONEMBO Mie ae raticnmi Meee tee cyst News ay phair ace Mldal amauta a aves hie ab Mlatela ase ehensiieyece eae seals STD 
MOM LER UTD LOW esta ear gaia ataNicltel iid sinc bas eae’ gus beim Urai(k ab Ucatacakctat l@cellees goes vei Syeile, ale\le 16 ie) 6 al avelese's ie STD 
Package Lray, Full width under Instrument-Pane) .. a3cic50!o wep eiaibtarey oie alesse e elejeie edie aid eels wialeiea e's STD 
SEALS BEMEM nts sto claytate Litt et aliaana tate ate sis aod atesa el aevomeia ereiene se RUDI Gtis eile sarah el bt ately dos aessuwsoilajfe ds STD 
SUED AGUEGI INEST SAE COBITA GPL ENA 10) oes etter eh dvs ambien, winced Gia Vaceliniien elist Wael gteliei Wi aisa:'s aia Jo calle aie Shale iow lave, arbievececb STD 
MIELE SE AAS bY SEO IG Seal ateozeshaiw RUe Stl bs cietastieiennJore ve onatayecai orale la ierierene less’ ele Tae SRE OPER RERC TS STD 
PLCCTINE WW NCEl = CUSEOME rac ots e atente hea rareh etal cy ecade ieee Otay ere ajwnn arauigusialereselereceledvharnjele ies,’ ieisem'ee STD 
PUA UAB AS ETN TIL Vit) CONEY) ian tr a Cesnyey sasraln cata eriaiaba avec ceie eav oath utiay ohaneiiaretbseeries civice aa eneie' W levis lee leel eee s STD 
‘Transmission:= s-speed Manual: Column Shift) oi iene incl hele be alms bree sie els le ecol the aie beim dieis asic STD 
SVAULOMLALICH LAN SIISSION Oil GOOLE cass ere: ue esiel vo.le ere erate lie ase ral avin Sele le aigiiarene leieys-w ai ee STD 
WEN Unite LUD Claes! y sis esc e ists specu oaiie la key ice on aah Wuisha Tal larata at & ogudeneeet mleillalehietese Paarenaue: ay labecerugits STD 
Space-Saver Spare Tire (Std. on Sportabout & w/Style-Steel Wheels)... . 1.6.6... e cece eee eee eee (See Note) 





“SAFE-COMMAND” STANDARD FEATURES 


Locks, Door Handles, Controls 

. Anti-Theft Ignition, Steering & 
Trans. Lock with Warning Buzzer 
(Less Trans. Lock on Floor Shift) 


General Equipment Construction, Brakes, Wheels 

. Seat Belts ‘ . Single-Unit Body Construction 

. Two Front Shoulder Belts . Energy-Absorbing Steering Column 
. Two Rear Shoulder-Belt Anchors . . Deep-Dish Steering Wheel 


. Two Front Head Restraints 

. 4-Way Hazard Warning Signals 

. Lane Changer Turn Signals 

. Automatic Back-Up Lights 

. Side-of-Car Safety 
Marker Lights 

. Hi-Intensity Guard-Glo H’lights 

. Inside Rear-View Mirror with 
Twin Ball-Joint Pivots 

. Left-Side Rear-View Mirror 

. 2-Speed Electric Windshield 
Wipers & Non-Glare Blades 

. Electric Windshield Washers 

. Windshield Defrosters (Heater) 


. High-Strength Windshield Glass 
. Tempered Side & Rear Glass 

. Molded Ceiling Headliner 

. Padded Sun Visors 

. Padded Instrument Panel 

. Safety-Shaped Armrests 

. Non-Glare Finish on Inside Parts 
. Double-Safety Brake System 

. Brake System Warning Light 

. Self-Adjusting Brake Linings 

. Mechanical Stop-Light Switch 

. Corrosion-Resistant Brake Lines 
. Safety-Rim Wheels 

. Tire Tread-Wear Indicators 


. High-Strength Door Locks 

. Safety-Shaped Door Handles 

. 2-Key Locking System 

. Safety-Shaped Contro] Knobs 
. Safety-Styled Instrument Panel 
. Front Seat-Back Lock 

. Dual-Action Hood Latch 

. Anti-Smog Devices 

. Positive Crankcase Ventilation 
. Exhaust Emission Control 

. Fuel-Tank Vapor Control 
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Factory Installed Regular Production Options 





American 
Motors 


AVAILABILITY 
C.c. CODE EQUIPMENT AND DESCRIPTION HORNET 


- - COLOR - TWO-TONE, Sedan (Std. Appl. of A.M. 

REGHOES) ES et eere tater vin teia icici aha oi ayatt wsanewisvea ere bere eller x 
- - DEVIATION from Standard Hornet Color 

PAVIA HEED Gach eicver ct tia tollway e's ajevarwinisleyeie-sgalee Op X 

MINE ROOE:- Sedan.) 3/6 icc ee Satie ws sisal cele ewes xX 
- BK BUESIAOM er ataeva casa is Sen we taiiat brs ieliaicn or ore a 


- BR SEBTOWM ie cleieieieeateiele eieie io siesatacars 
- DL SPORTABOUT D/L PACKAGE - Includes “‘Color- 

Keyed” Wood-Grain Side and Rear Panels, Roof 

Rack w/Integral Rear Air Deflector, Custom 

Wheel Covers, D/L Decal & Individual Reclining 

Seats w/“‘Scorpio” Fabric (Vinyl Trim may be 

substituted) 

BWI SCOLPIO! ace ain's atest pissin doaca’ ole'6 © 
SANUS LENT RUG ERAS SiS de oA saan See 

- SX SPORTABOUT “‘X” PACKAGE - Includes Sports 

Steering Wheel, Rally Stripes, “X”? Emblem, 

Wider Rocker Panel Moldings, Slot-Style Wheels 

ING 7 BiX LALBIACK PALOS)) s.o.555 wie alscecelniera sieleie'e sis ee Xx 
472 HX 2-DR. SEDAN “*X” PACKAGE - Includes Sports 

Steering Wheel, Rally Stripes, ‘““X”” Emblem, Slot- 

Style Wheels and C78 x 14 Black Tires. Available 

about September 15; 1971 oes oo is)e wise eleicienee 
- WO WOOD-GRAIN, “‘Color-Keyed” Side Panels on 

Sportabout (NA w/‘‘D/L” or ““X” Package) ........ 
633 RPH 2-DR. SEDAN “RALLYE” PACKAGE (NA 360 CID) — 

Bucket Seats (Vinyl), Manual Disc Brakes, Handling 

Package, Quick-Ratio Manual Steering 20:1, Full- 

Synchromesh 3-Speed Floor Shift Transmission, Sports 

Steering Wheel and “Rallye” Emblem. Avail. about 

ELOD ER EOE ore larcatrslecaiar ny: ei yalm cietavevaterdcoleyes x 


RALLY SIDE STRIPES - Sportabout “X” or Sedan “X” 
WHI UT PEP aay elgg ie ae eee ie 
GOL BG Old Neve oie eee tone ine, ( SPECIFY 


~*~ 


BLU BASING: Laicieyaiels ciataicke We's waetere mies celle COLOR 
BKS SIAGK ia\ai'a ee \s ereie: eileen aieieverscalelerets DESIRED 


TRIM/SEAT| 


BENCH CUSHION 
SP ADTIC! SCUAN Weis. sjics’s wiaia hsb miele: elle STD 
A MANV LS SOU AI a5 tees oceieiave ss vile fee 8s oe Xx 
_ = Vinyl, Sportabout.............. STD 
INDIVIDUAL RECLINING 
SBADTIC; SCUAM oles yaiietavaseieiwiawwisceie'e xX 
EAMVANV EE SOOA M.'s cl neste bree ainnelatetele sade x 
- Vinyl, Sportabout............+-. x 
x 
Xx 


AnAKRLD 


HS SCOMMIO. HADHIC: sites vinicior seine 
** - “Gucci” Vinyl, Sportabout....... 
*Includes Custom Upholstery, Door Panels 
and Moldings. 
**Special “Gucci” Trim Treatment on Seats, 
Door Panels, Sun Visors and Headliner (Plain 
Headliner w/Sun Roof Opt.), plus Front Fender 
Emblems and wider Rocker Panel Moldings. 


TIRES/AXLES 


- - PERRIS oe sigs abutatoress -avates tee abla meena swine os eieiainne' 


2$<0090 we> 


pada! 
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Factory Installed Regular Production Options Issued: August 2, 1971 
American 
Motors 
AVAILABILITY 
C.C. CODE EQUIPMENT AND DESCRIPTION HORNET 
JENGINES | 
O1E 135 232) GIDy Six -Darrel. 25 sels vi acedisiere sein cc ase e elo STD 
O1A 150 DSB CUD PSik ee BAMON: 5 is) - ia ciislals cca el esero dens relieiel aes xX 
01H 210 304 CID, V-8, 2-Barrel 22... 0050 e cece eee anes X 
Additional Charge over Base 304 CID, V-8: 
O1N 245 360 CID, V-8, 2-Barrel ......... 0 eee eee e ee eens xX 
42A A TORQUE-COMMAND, Column Shift 
= SOG] POU OT RAE Tier eR eRe er xX 
PSSA ate Vis oon e Ghee aeeks ainloleralalorale X 
SOO ee ie yi ahitncvaa resis pURE de. 6 blls xX 
42S S 3-SPEED MANUAL, Column Shift - 232 CID....... STD 
42E E 3-SPEED MANUAL, Floor Shift - 258 CID 
(Full-Synchromesh). Included with “Rallye” 
Package for 232 & 258-6‘s and 304 V-8 ......-.... Xx 
451 TGD TWIN-GRIP DIFFERENTIAL .......-.-2--+5-+: xX 
482 QRM QUICK RATIO MANUAL STEERING 20:1 (Replaces 
AEST D TRATION uicskia dia eicve, wisia lalialb elar ora Cale hrs jal Be) ace x 
|POWER | 
481 PS POWER STEERING (Recommended w/AC)......-. X 
491 PB POWER BRAKES oi hcnicislanes soils sevsisicganuie’s ieee x 
492 DB POWER DISC BRAKES - Front : 
W/O RALIVE: PR Ee acolnis cere eieia sc0:a oe 1. xX 
iW RANE PKG: iit stsie sa iorewins «2 Xx 
493 MDB MANUAL DISC BRAKES - Front............-++-- Xx 
EXE) 
622 RP AM PUSH-BUTTON RADIO.........---2+-+006+ Xx 
623 RFM AM/FM PUSH-BUTTON RADIO* .........-.---- x 
*Available in production about October 1, 1971. 
371 SLC STOWAGE/LIT LER CONTAINER - Pouches for both 
POMEL OOLS iors circa esi sre ei wilds 8 vo "ase sat ere erm ie al ececane Xx 
462 AC ALL-SEASON AIR CONDITIONING SYSTEM - 


Includes H.D. Engine Cooling System, 50-Amp. 
Battery (60-Amp. w/360 CID), 55-Amp. 


Alternator & 6.95 x 14 BSW Tires.........---++-- Xx 
464 ACP AIR CONDITIONING PACKAGE - Includes A/C 
System (see above), Tinted Glass, Power 
Steering & Insulation Group .......-++--++++-es- x 
$11 TG TINTED GLASS - All Windows(Recommend w/AC) . Xx 
512 TW TINTED WINDSHIELD Only .......------0--055 >, « 
432 LR LUGGAGE RACK 
= Sedan, Decklid 2... 0.002025. »4 
- Sportabout, Rooftop w/Integral Rear 
Air Deflector 20. aislecsie: oc lvens wi a xX 
RQW REAR QUARTER VENT WINDOWS (2-Dr.Sedan) - . x 
SNR SUN ROOF (2-Dr. Sedan w/o Viny! Roof & 
Sportabout) ..- 22.5200 s eee ee eee ee tees xX 
ASW ADJUST-O-TILT STEERING WHEEL (Avail. w/Auto, 
TLATISMISSION) asics a a See etna eee ee sie erb 4 
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Factory Installed Regular Production Options Issued: August 2, 1971 
American 
Motors 
AVAILABILITY 
CC, CODE EQUIPMENT AND DESCRIPTION HORNET 
381 VG VISIBILITY GROUP - Includes Remote-Control 
Left Outside Mirror, Visor Vanity Mirror, 
Day/Nite Inside Mirror, Inside Hood Release, 
Deluxe Variable-Speed Elec. Wipers, Elec. Clock 
Dual Horns........ PS AAW Ac pita stan Anicr esan tti Pe ae X 
571 DW Deluxe Variable-Speed Electric Wipers ............ x i 
591 LG LIGHT GROUP - Includes Trunk Light, Two Courtesy 
Lights, Glove Box Light, Parking Brake Warning 
Light & Light‘On Warning Buzzer (Recommended 
WHSUTEROOD) cu tetenlnisce.vis-oie ela vais auovereia’s evsiaugi ele sieyers X 
553 SSW SPORTS STEERING WHEEL, 3-Spokes, 15” ....... x 
561 WD WHEEL COVERS (4): ce dsig csle scwbigisrt se sieceieiae 6 X 
564 CWD CUSTOM WHEEL COVERS (4) .......sseceeeees X 
562 TC TURBO-DISC WHEEL COVERS (4) 
WOM PRE: cau waticeaee see ewe Xx 
SW ESRB s. caine sereva Wlate elece) eevasecee xX 
565 MAG SPOKE-STYLE WHEELS (4) 14” x 6” (Avail. 
w/D78 or D/70 x 14 Tires Only) - Includes 
Space-Saver Spare Tire w/Regular 14” Wheel ....... x 
WHE PACKa@e sis '.y ec vi vicinie wejeres xX 
= WDE Package ci. asc. scsiess shore ees « 
BUMPER GUARDS 
641 BG2 PTONUONIY: sisvativespircrmoietemieeiwiersce X 
642 BG4 siRTONt GREAT 2 yx siele bro harecn.ceeiace xX 
651 UN INSULATION GROUP - Undercoating & Hood 
THISILIATIOS I ia sche cintighaiacsh eed lpiginis sieves miele eb oane iste cere X. 
711 VFM CLEAR-VINYL FLOOR-PROTECTION MATS (Front & 
BRGAE) eae ie netacel ictus atesaspiorave atenereia7e ereler Wareiauace xX 
769 SMG SCUFF MOLDING - Side, Vinyl Insert (NA 
w/Wood-Grain or w/2-Dr. Sed. ‘‘X” Pkg.) ........5- X 
664 TP1 TRAILER TOWING PACKAGE No.1 ..........-- xX 
661 HDC ENGINE COOLING SYSTEM - H.D. Radiator, Power- 
Flex Fan & Fan Shroud (Std. w/AC)...........+5+ X 
671 HB HEAVY-DUTY 70-Amp. Battery ..........0.0005 X 
701 HP HANDLING PACKAGE - H.D. Springs and Shock Absorbers 
(Plus Front Sway Bar - 6-Cyl.)....... eee eee eee ee xX 
704 FSB FRONT SWAY BAR - 6-Cyl. (Std. V-8) .........4- xX 
721 BH ENGINE BLOCK HEATER ........-.eseeeeeees xX 
691 NIT NITROX/TCS SYSTEM - Nitrox & Transmission Con- 


trolled Spark System - Mandatory - State of 
California Onlysiculicrs iiss aie vesteceiere ties Xx 





LIN TRIM AND OPTIONS — 
sr and Upholstery Availability 
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Issued May 24, 1971 (Subject to Change) Vinyl 
Revised July 2, 1971 Trim ‘Wellington’ 


Standard 
1972 JAVELIN SST & AMX ins | 


SEAT, TRIM & COLOR AVAILABILITY — Colors 





| Black/Red 








Front Seat Type ae Codes | 


Bucket Seats—Standard a Re aS 
| AMX __|_ Bucket Seats—Standard R_[R 


Paint Stripe SST Rally Stripe (Opt.) 

Standard AMX ‘T’-Stripe (Opt. & 

SST & AMX incl. with ‘Go’ Package) 
e@ 








Body Colors 
Code Number 


Snow White 

Stardust Silver, Metallic 

Jetset Blue, Metallic (Medium) 
Admiral Blue, Metallic (Dark) 
Surfside Turquoise 

Grasshopper Green, Metallic (Medium) 
Hunter Green, Metallic (Dark) 
Jolly Green (Bright) 

Yuca Tan, Metallic 

Baja Bronze, Metallic 
Cordoba Brown, Metallic 
Canary Yellow 

Trans-Am Red 

Sparkling Burgundy 

Wild Plum, Metallic 





|@ |@ | Black 
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VINYL ROOF: Optional. “Baja” grain vinyl-covered, twin-canopy roof, as follows: 
Those without numbers are available with Black or White. 
Those marked “1” are available with Black, White or Blue. 
Those marked “2” are available with Black, White or Green. 
Those marked “3” are available with Black, White or Brown. 
Those marked ‘‘4” are available with Black, White, Green or Brown. 
Those marked “5” are available with Black, White, Green, Brown or Blue. 
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STANDARD EQUIPMENT- JAVELIN 





American 
Motors 

SST AMX 

Air Cleaner-Cellulose-Fiber for Carburetor ...... 0... cece eee e cree cece erence ester eseseeees STD STD 
Alternator, 37-Amp. (55-Amp. w/Air Conditioning or Rear Window Defogger) ........-++.+eeee0 STD STD 
Armrests Front (DOOr):. .i.0uis Ge tlesie sc vuvcccaiscwsciegcnecgsveveavcileiasencrteceveceencs STD STD 
Ash Tray - Front & Ream ... 0. 6scec ccc sece wees secs bee sess rece ceereceneeeetesseessveee STD STD 
Battery,50-Amp. (60-Amp. w/360 & 401 CID,V-8),‘‘Clear-Power”’w/Translucent Case ..........+.. STD STD 
Cigarette Lighter 2.0.0... 6. cece eee cc eee eee eee eee eect et tent ene eee e ene e ee enns STD STD 
Coat HOOKS, TWO 255k cain cinisic <ielels vic bs cialelusieeiveg esse diedieiep oeeesesinvieee eee ees cages STD STD 
Custom Steering Wheel ....... 0.2 e cece eee eect e tere e eee e teen eee eeeneneeeeeaes STD NA 
Sports Steering Wheel, 3-Spokes, 157... 6... cece e eee eect teen cnet e tenn nnn e eens OPT STD 
Dome Light csc gees vee eee nese ciegcw este cide ese ee ncceeeeweeeslacateraesessveyees STD STD 

Engine - 232 CID, Six, 1-Barrel Carburetor .......... 5c cece eee e cece eee tenet eee e ene eees STD NA 
- 304 CID, V-8, 2-Barrel Carburetor ...... 0. ccc e eect eneeeene OPT STD 

Engine Coolant .........cc cece ete t eect rece etter eect eerste nee e teeters e sees eceees STD STD 

Exhaust Emission Control System with Closed PCV and ‘“‘Air-Guard” System with Air 
Pump (V-8 w/Manual Transmission) or “Engine-Mod” System less Air Pump 

(6-Cylinder & V-8 w/Automatic Transmission) .......--.seee eee eee cece ee enee STD STD 

Floor Mats - Passenger Compartment (Colored Carpet) ..... 6.20 esse eee e cere erent teenies STD STD 
Trunk Mat (Rubber)... 2.0... cece cee eee cece ee eee teen eet eee ne enone STD STD 

Fuel Filters - Tank and In Line at Carburetor... 2.2... .. cece eee eee eee eter tee e ee eneee STD STD 
Fuel Tank - 16 Gallons w/Fuel Tank Vapor Emission Control System .......-++-+seeeeeereeeeee STD STD 
GV Ee BOK TOCK ic terete eke ad srulis Pidlicvelo/ayeie erelee ¢ s/eja sels: giaherpie@e'eisle'e'eisicisie/e's 9 9 viele gine STD STD 
Headlights, Hi-Intensity, “Guard-Glo” (Single) ......- 6... se eee cece een etree centre teens STD STD 
Weather-Eye Heating System ..........: cee e eee e teen eee tenet et ete n ete eeeeenneeaee STD STD 
CHT a oh aus UE East is Pena a Wie a) eh sain! Gimcello'e lofer vies ceinre tcabe rele ovsleiéie ele, 4.0]e ee \eiee'e es we. 0ie STD STD 
GitPilter PUP IOW owen cis cic eele dieu see ceene ties ceniaiv se sertleiaieevicleesissiee'se'e os STD STD 
Seats - Bucket, Hi-Back 20.0.2... 02. cece tee teen eee nee e eee tenet nner ee sess neees STD STD 
Seats, Cushions - Foam, Front .........-sc eee cece tree eee e teeter ete e eee ceserercees STD STD 
Single Exhaust System, Dual Std. on 401 CID, V-8 ...... 6. - se eee e teeter eee treet tenes STD STD 
Spoiler, Deck Mounted ...... 0... cece cece cece ee eet tee e nent teen n nee e eee eeeeeeees NA STD 
Sway Bar, Front (V-8 Only) ...... 20. e cece ect e ett eeettenet eee e ence eee rene eens STD STD 
Transmission - 3-Speed Manual, Full-Synchromesh, Floor SHE tia ere wen aiacann wae LUE RRR STD STD 
- Automatic Transmission Oil Cooler ......... 0c cece eee eee erent eter eneees STD STD 

Wheel Trim - Hub Caps... 2... cece cc tees eect ree tee ec cen eee tnc ees eeeeser ee reresere STD NA 
- Slot Style Wheels (4) 0.0... ccc eee eee ee tee eet eee e nee eee nee ee eee enees NA STD 

- Spoke-Style Wheels (4) 2.6... cece cece eee eee ene eee enn e eee e ee neeans OPT OPT 


a —— 
“SAFE-COMMAND” STANDARD FEATURES 


Locks, Door Handles, Controls 


General Equipment Construction, Brakes, Wheels 
. Anti-Theft Ignition, Steering & 


. Seat Belts . Single-Unit Body Construction 
. Two Front Shoulder Belts . Energy-Absorbing Steering Column Trans. Lock with Warning Buzzer 
. Two Rear Shoulder-Belt Anchors . Deep-Dish Steering Wheel (less Trans. Lock on Floor Shift) 
. Two Front Head Restraints . Guard-Rail Doors . High-Strength Door Locks 
. 4-Way Hazard Warning Signals . High-Strength Windshield Glass . Safety-Shaped Door Handles 
. Lane Changer Turn Signals . Tempered Side & Rear Glass . 2-Key Locking System 
. Automatic Back-Up Lights : . Molded Ceiling Headliner . Safety-Shaped Control Knobs 
. Side-of-Car Safety Marker Lights . Padded Sun Visors . Safety-Styled Instrument Panel 
. Hi-Intensity Guard-Glo H’Lights . Padded Instrument Panel . Front Seat-Back Lock 
. Inside Rear-View Mirror with . Safety-Shaped Armrests . Dual Action Hood Latch 
Twin Ball-Joint Pivots . Non-Glare Finish on Inside Parts . Anti-Smog Devices 
. Left-Side Rear-View Mirror _ . Double-Safety Brake System . Positive Crankcase Ventilation 
. 2-Speed Electric Windshield . Brake System Warning Light . Exhaust Emission Control 


Wipers & Non-Glare Blades . Fuel-Tank Vapor Control 
. Electric Windshield Washers 
. Windshield Defrosters (Heater) 


. Self-Adjusting Brake Linings 

. Mechanical Stop-Light Switch 

. Corrosion-Resistant Brake Lines 
. Safety-Rim Wheels 

. Tire Tread-Wear Indicators , 








i} 
}| 
f| 
i 
Lf 
| t 


See 








‘A 





American 

Motors 
Cc. CODE 
: BK 
- WH 
t BU 
- GR 
BR 
Q WHI 
R GOL 
Ss BLU 
T BKS 
- Ss 
- R 
O1E 135 
O1A 150 
01H 210 
O1N 245 
01P 285 
01Z 315 
42A A 
42C (o) 
42M M 
42E 


aS EN 


1972 Javelin 


Factory Installed Regular Production Options 


AVAILABILITY 
EQUIPMENT AND DESCRIPTION SST AMX 
DEVIATION from Standard Javelin Color 
VOU ODULOV rate ie hicsolsies 6 Biaesis ealele ei bieieiele./e-ecdcol 8a: xX x 
WEN Yds OE ccciai sierzitik siuvavelai avs loco orpiocevelsioqhie are boat xX Xx 
EB ACK) prc yes aves a\osviaiecwigiatenverhuacears 
BW IASEO.ei5 tins evel eva csuecdis ecareiarere vere SPECIFY 
BES AULE cel ct each ai scams alarie vers elesi'aie COLOR 
SCSEOOI 5 seek Higa aisleap areca Rias DESIRED 
SMESLOWT Cactisee ia taceyaNvisi bv ecove; oieses desk vole 
RALLY SIDE STRIPES (See Trim Chart).......... xX NA 
WV TLEEG) sea uta ala cal cial erecers dee vocsleiniace eve 
etCRONL sais ica cig: dies eels a ares Sueiy cue Goce SPECIFY 
SHEDIVB y cxateie tana tu eo0\ au @ sivnacecererecelerocs COLOR 
ATE) Raa RRO Paar na HURIPH AE Behe DESIRED 
HOOD “‘T” STRIPE (Separate Opt. & w/‘‘Go” Package 
Only) see Colors Above ......... 0. eee ee eee eeees NA Xx 
BUCKET SEATS - Vinyl ........ 0.2 ce ee ceeeeeee STD STD 
- Fabric, Corduroy ............+. X x 
MESES entree Paid at ara veea wliglave: ciao urate auacede woavormionereree Xx Xx 
AXLE RATIOS - Opt. (Ref. Sec. 7, Page 1) ........ Xx Xx 
DA ICID) IK; AH BALTO gins isis gisisielsi Wie’ wie’ [eleier miele STD NA 
DSSICID: Sik; L=Bamrelen)s ce yeieicc ue ae cel sibierelarsine xX NA 
BOA CID VaS 2 Do Barrehieiicev iets os eiwiel swisiaielayeiuie ehacese's XxX STD 
Additional Charge over Base 304 CID, V-8: 
360:GID, V8; 2-Barrell iic.:5 wisceis ees ais oceiwiebiee ni sisys Xx xX 
360 CID, V-8, 4-Barrel .... 0.2... cece ccc eeenes Xx Xx 
GO UCID IV - Sy 4 Bartel hs) cia wis hie) s 6:5, edicisl bins eieelee Xx xX 
TORQUE-COMMAND, Column Shift 
mi OMCYLINGER) v</5 aiciavsie co's wie + oisleiein'e x NA 
= SOA CIDE hac ciuiearecdvuaceie ciegarateceleiets >. 4 NA 
IS OO ICED istic wwe wai eie sisinre eoiea nis Xx NA 
TORQUE-COMMAND, Floor Shift & Console 
SBOE OED eco ew aren tore alslaipias eabiac bis xX Xx 
CAGOICID Gasiaviccesacoulere cts aw hielé X D4 
mADALCID? cae es esa ieivioraiev ise wise ot neerers xX x 
4-SPEED MANUAL, Floor Shift (Full-Synchromesh) 
- 360 CID 4-B & 401 CID......... x x 
3-SPEED MANUAL, Floor Shift (Full-Synchromesh) 
- 232 CID & 304 CID ............ STD STD 
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American 
Motors 

‘ AVAILABILITY 
C.C, CODE EQUIPMENT AND DESCRIPTION SST AMX 
(a)391 PP1 360 “GO” PACKAGE - Includes 360 CID 4-B. Engine, 

Dual Exhaust, Hood “‘T” Stripe Decal, Black Paint 

in Rear Panel, Rally-Pac Instruments, Handling 

Package, Cowl-Air Carburetor Induction System, 

Heavy-Duty Engine Cooling, Twin-Grip Differential, 

Power Disc Brakes, E60x15 Polyglas w/Raised 

White Letters, Style-Steel Wheels (15”x7”) with 

Space-Saver Spare Tire w/Regular 14” Wheel. ....... NA Xx 
(a)392 PP2 401 “GO” PACKAGE - Includes Same as Above Except 

BOMGIDIAEDS PMBING (0266 oop. s'vio sie 6 es siais viel dies NA xX 
411 DE DUAL EXHAUST, 360 CID 4-B. Engine Only (Std. on 

401 CID). Increases Available Net Horsepower & 

Torque Significantly.....................000005 x x 
442 RPI RALLY-PAC INSTRUMENTS (V-8 Only) Includes 

Ammeter & Oil Pressure Gauges (Replace Warning 

Lights), Combination Tachometer & Clock (‘‘Tick-Tach”) 

plus 140 MPH Speedometer .................... Xx x 
451 TGD TWIN-GRIP DIFFERENTIAL .................. >, « xX 
482 QRM QUICK-RATIO MANUAL STEERING 16:1 (Replaces 

20:1 Std. Ratio). Recommended only for Special 

Performance/Racing) ..... 0.0 ccc cise ecencces x Xx 
533 FSP SPOILER - Functional Lower Front (Avail. w/Disc. 

Brakes Only, Fiber-Glass/Plastic)................. NA X 
(a) “GO” PACKAGE available only w/4-Speed or Torque-Command, Floor Shift 
481 PS POWER STEERING (Recommended w/AC)........ x Xx 
491 PB POWER BRAKES iiss ee ibis e Salae nie eceas x x 
492 DB POWER DISC BRAKES - Front ................. xX x 
493 MDB MANUAL DISC BRAKES - Front................ xX x 
622 RP AM PUSH-BUTTON RADIO.................... Xx Xx 
623 RFM AM/FM PUSH-BUTTON MULTI-PLEX STEREO 

RADIO & 2-Rear Speakers ..................0.- xX x 
631 RS REAR SPEAKER (w/AM Radio Only) ............ Xx x 
632 STR STEREO TAPE PLAYER w/Manual Radio & 2-Rear 

Speakers:(8-Track) 2c onesisioateesiceled vice wiawle », 4 D, « 
366 CON CONSOLE ONLY (w/3 or 4-Speed Manual Floor 

IEG) rirere ar elicits a saie hua ctane eis SIU NE ers sce ete x Xx 
367 CAS CENTER ARMREST & CENTER CUSHION 

GIS Consale) Seis sai eis eiase Obie tins ce ed ho es x xX 
371 SLC STOWAGE/LITTER CONTAINER - Pouch for both 

PLONt DOORS 155 Us aiehici le ciacee a ane Rol ooh elec eserabe x », 4 
462 AC ALL-SEASON AIR CONDITIONING SYSTEM - 

Includes H.D. Engine Cooling System, 50-Amp. 

Battery (60-Amp. w/360 or 401 CID) & 55-Amp. 

PIROTNALOE oo ieiSea esse ee cia Ras eiaels esteig ioe ee ates x Xx 
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1972 Javelin 


Factory Installed Regular Production Options 








American 
Motors 
AVAILABILITY 
cc. CODE EQUIPMENT AND DESCRIPTION SST AMX 
$11 TG TINTED GLASS - All Windows(Recommended w/AC) xX x 
$12 TW TINTED GLASS - Windshield .............-0+00% xX X 
524 RWD REAR WINDOW DEFOGGER (Electric) - Includes 
55-Amp. Alternator & Tinted Rear Glass .......... xX x 
532 LR LUGGAGE RACK - Rear Deck Lid..............- », « NA 
541 ASW ADJUST-O-TILT STEERING WHEEL ............ », « xX 
381 VG VISIBILITY GROUP - Includes Remote-Control Left 
Outside Mirror, Visor Vanity Mirror, Inside Hood 
Release, Deluxe 3-Speed Electric Wipers 
& Electric Clock, 
- w/o “GO” Package or Rally-Pac ... xX Xx 
- w/“*Go” Package or Rally-Pac..... x x 
$71 DW Deluxe 3-Speed Electric Wipers ...........-.+004: Xx xX 
591 LG LIGHT GROUP - Includes Trunk Light, Two Courtesy 
Lights, Map Light, Glove Box Light, Parking Brake 
Warning Light & Headlights-On-Warning Buzzer ..... >, « x 
731 SST SPACE-SAVER SPARE TIRE (Std. w/Styled Steel 
Wheels) w/Regular 14” Wheel ...........00eeeeee x STD 
811 HLD HEADLIGHTS-OFF Delay System ............... Xx X 
553 SSW SPORTS STEERING WHEEL, 3-SPOKES, 15” ..... x STD 
561 WD WHEEL GOVERS (4) ioig laies bie dls a istew sisicieteine vis xX NA 
564 CWD CUSTOM WHEEL COVERS (4) ........-...-005- xX NA 
562 TC TURBO-DISC WHEEL COVERS (4)............4. xX NA 
565 MAG SPOKE-STYLE Wheels (4) 14’x6”’ (Avail. w/E78 
or E70x14 Tires Only) Includes Space-Saver 
Spare Tire w/Regular 14”” Wheel 
atcha ered We ele raha gave tuesiie wesiehs », 4 NA 
- AMX (NA w/“‘Go” Pkg.) ........ NA xX 
- - SLOT-STYLE WHEELS (4) 15”x7” (V-8 Only)- 
Includes 14” Space-Saver Spare Tire w/Regular Wheel 
(Avail. only w/E60x15 Tires) ......... 0... 0 eee xX xX 
642 BG4 BUMPER GUARDS (Front & Rear) .........-.+.. >, « xX 
651 UN INSULATION GROUP - Undercoating & Hood 
MYR SADACUCTN seep are ae ratalias ss scoicosara ec gle ghee blech lee meiosis x x 
711 VFM CLEAR-VINYL FLOOR-PROTECTION MATS (Front 
GREAT) ia eivieieciee Buse ulate: sitehaagchestaei M aay ecvranacats toate Xx xX 
X x 


169 SMG SCUFF MOLDING - Side (NA w/Rally Stripes) ..... 


Car Ordering Guide and Price List 
Section 4 Page 5 
Issued: August 2, 1971 










Jed greieaons, o> 

J oe24 doa edad 

iv «= Hi PER, RA: aA 
Nes te 















: Vee Fy i 
, 
yer 
o i eS 
E vale Mert 
pit RD Sebirals Poet 
; f 
ee f 
ry Ad) 
y 
m R 
* 
* f 


; | i 


" ei M 
pepe take abe c'! 
DREN EL WO awe, 





Rea yit ah We 
east 





1972 Javelin 


Factory Installed Regular Production Options 





American 

Motors 
Cc. CODE 
664 TP1 
661 HDC 
671 HB 
701 HP 
704 FSB 
721 BH 
691 NIT 


EQUIPMENT AND DESCRIPTION 


TRAILER TOWING PACKAGE No.1 ............ 
ENGINE COOLING SYSTEM - H.D. Radiator, Power- 
Flex Fan & Fan Shroud (Std. w/AC).............. 
HEAVY-DUTY 70-Amp. Battery ................ 
HANDLING PACKAGE - H.D. Springs & Shock Absorbers 
(Plus Front Sway Bar 6-Cyl.) 

FRONT SWAY BAR - 6-Cyl. (Std. V-8) ........... 
ENGINE BLOCK HEATER .............0e-e0e: 


MISCELLANEOUS 


NITROX/TCS SYSTEM - Nitrox & Transmission 
Controlled Spark System - Mandatory - State 
of California Only 


ee ey 
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AVAILABILITY 
SST AMX 
Xx xX 
X X 
X X 
xX X 
x STD 
X x 
x xX 
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Issued May 24, 1971 (Subject to Change) Fabric Perf. Vinyl ‘Uganda’ Fabric 
Revised July 2, 1971 ‘Taurus’ Opt. (Std. Wagons ‘Scorpio’ 
Standard & Buckets) Custom, Opt. 





1972 MATADOR 


SEAT, TRIM & COLOR AVAILABILITY 
‘River sat Bench Seat, Full Back—Standard 

eenaates Individual Reclining Seats—Optional 
A-Door W, Bench Seat, Full Back—Standard 

Heads ack Individual Reclining Seats—Optional 


Bench Seat, Split Back—Standard 
2-Door Hardtop Individual Reclining Seats—Optional 
Bucket Seats—Optional 


Trim 
Colors 


Black 
Blue 
Tan 


Black 





76 


~ 
— 
~ 
w 
~~ 
> 











< 
< 
<< 











< 
< 
< 

































Paint 
| 12 Exterior Colors, Standard Stripe 
_3| 11 Two-Tones, Optional Stancald 

Zé (NA Wagon) 

re Woodgrain Side & Rear Panels 
By Opt. on Wagon (less stripes) 
ao 











Snow White 
Stardust Silver, Metallic 
Jetset Blue, Metallic (Medium) 
Admiral Blue, Metallic (Dark) 
Grasshopper Green, Metallic (Medium) 
Hunter Green, Metallic (Dark) 
Yuca Tan, Metallic 


| D3 | Baja Bronze, Metallic 


Cordoba Brown, Metallic 
A2 | Canary Yellow 
D7 Trans-Am, Red 
| D8 | Sparkling Burgundy Pe Mabel 
TWO-TONES: Optional only with Snow White (Al) in combination with any other listed color. 
VINYL ROOF: Optional on Sedan and Hardtop. ‘‘Baja” grain vinyl-covered roof, as follows: 
Those without numbers are available with Black or White. 
Those marked “‘1"’ are available with Black, White or Blue. 
Those marked “2” are available with Black, White or Green. 
Those marked “3” are available with Black, White or Brown. 


Those marked “4” are available with Black, White, Green or Brown. 
Those marked “5” are available with Black, White, Green, Brown or Blue. 
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American 
Motors 
MATADOR 
fal RON ES Ue eR SAT ec 
Air Cleaner, Cellulose-Fiber for Carburetor ........... 0c cece cece cee eee ee te tet e ence eeeee STD 
Alternator, 37-Amp. (55-Amp. w/Air Conditioning or Rear Window Defogger) ..........+.++++-++ STD 
APIEO SES PION Csi ace Wiig) cations atonal orale, oe abe ter ore ueaueiel wlocave als elaeloce arstn ele moMtmaahal a rollayel elena’ secretshan she STD 
ASH UTTAV) =: PIONt Go REAL essere ieee ctaleiuhe alle vale Ui etree 0. o-cvavevach.e eva) dupdecate tar atMbistio hb seca teie)'s \aheya exe shpleesei's STD 
Battery, 50-Amp. (60-Amp. w/360 & 401 CID V-8), “‘Clear-Power” w/Translucent case ............ STD 
Cigarette dighter vicrccie sates cslalencra ci ctnlein: ov: ice| fous cor'abia:e cia av elels so ay u laaraterNay aba termietousie : Giatesimreratter settle STD 
Coat Hooks; Two! (hour for Wagon) ial 2 5,0): eve 0) sore is vileles seas a\e osasarevays aietoreterepeleloscthlre ave a et opaie;syeiale STD 
CUStOM! STERLING WHEE): yy bone reeds helaseley ofy'sifelo, alae aolelolelellotela gs wie: Grexelenaine lateral on suahel levata ausraetetenatD STD 
Dome Light (Two Side-Pillar Lights for Hardtop) ............ ccc cece cere ever ete esncereeace STD 
Engine - 232 CID, Six 1-Barrel Carburetor (Sedan & Hardtop) .......... 0c cece ee eee rere eceere STD 
= 258 CID; Six 1-Barrel'Carburetor (Wagon). . v0.6. 566.5 Sbels cele eiecsie eis/orseloveieie erelaltebevei sini STD 
MNAINE Coolan te says iy eogecrew tena a teehee saa suicide “ive lol sra\ia\tol'e- aleve elvavaliatalg lpi kolteto leuretion eleuavnlaterersusueteunteae te STD 
Exhaust Emission Control System with Closed PCV and (‘‘Air-Guard” System 
with Air Pump (V-8 w/Manual Transmission) or ‘‘Engine-Mod” 
System less Air Pump (6-Cylinder & V-8 w/Automatic Trans. ............020++5 STD 
Floor Mats - Passenger Compartment (Colored Carpet) ........ 00. ce cece cece eee eee n steers STD 
Cargo Areas: Wagon (RUDDEL)). 6/5. sicphe sn» o/c 0-0 ane ejereom celmeel elas avehelte varererals iA Gia eehat pes STD 
= TEUNK MatiGRUBBOND he: ost: s)lenecats alosd diane cole ele se:ienstsengiiavevahotne alarecermratalemnacy tel wel le aretana Ris tave STD 
mueliPilters = Tank and:Iniine at Car OUretor’. ccs. bea iceeceis-e 4:0 alucarallaioy niere fotave laa eere Ri cuaveisveiaraia  etags ale STD 
Fuel Tank - 19.5 Gallons, 20.0 on 3-Seat Wagon, w/Fuel Tank Vapor 
Emission Control Systema...) 5jis. a) ois oleic sveseys. ale als, & vlgealnvelatessleneelte halsea teeter oke bors ele tapemnnty STD 
Headlights, Hi-Intensity, ““Guard-Glo” Headlights (Dual) .......... 0.00. c eee eee eee eee eens STD 
AOE MN ee DU A, hss. via acay acetate a rebel eae allcieel evenocev eh ace Gravwhe ‘elise wrajse rea ater PA laneee aa tellciirreiluvelis ete Gal ors MiIRaRRG STD 
Weather-Eye: Heating: Systeme oc aii) sid o:55 5 wes tel tectes aes bi Seatltn sl oreo avelaeaear rete a lam nal wr iustttt os eke Sedna STD 
Lock= Cargo Compartment: ins Wagon Floor) 53)2)d s23)b 5 bis e (ccle oaie acshava bralaees che evelenetere ausreuee wreketne STD 
St GIOVE BOX sic tine tselamacenat Micuer*eliy (o,fejsiidher'e sive el udesunesle alleinet aera at at ele latent ok chakevenvone te gee Cin pae ts artint toy uaa STD 
OP ilter sROMARIOW RS 2h crepes cre saseale te aliosotayelidvese rota aie) sea beva ata cab euaetataralnce ue seer abet cal 1 Gaunt ot er, Ham STD 
Seats - Bench Cushion, Full Back on Sedans & Wagon, Split Back on Hdtp................000000- STD 
Seat yGushions= Foam AN 2 ik Wales Vic tal ore scat vausvatol sale, woaia Romane ar Matera sees teal ae SU RL eg STD 
Dingle:Exhaust System; '\Dual)Std: on’ 401 V8) 5. Gao hea lvcicies Qiesgrelare dues sce Ore Neel pewlkal tome Sue poet STD 
Sway Bar, Front wie sis sic) ses cuterenetelend auevanehe re asann melee aha My ate SMe CHU Ln ce eae Nu Bene dy min ND STD 
Tailgate; :-Dual-Swing”:: (Wagon e150) sis cies va \shullchelfn.shaeartval oie) Ave ohare euanalladet alaoce teradatate rs hovener keane aca STD 
Transmission - 3-Speed Manual, Full-Synchromesh, Column Shift (6-Cylinder) ..................- STD 
- Automatic Transmission Oil Cooler .......... 0. ccc cece enc scevecesncceecvecs STD 
Wheel: Trim +:HUDIGapsis) cris Uicwnlal ee ies a at ites ares dese esata eee diate Pa ee a et Mattel gia ono an Might ame Assan a OTE STD 
“SAFE-COMMAND” STANDARD FEATURES 
General Equipment Construction, Brakes, Wheels Locks, Door Handles, Controls 
. Seat Belts . Single-Unit Body Construction . Anti-Theft Ignition, Steering & 


. Two Front Shoulder Belts 

. Two Rear Shoulder-Belt Anchors 

. Two Front Head Restraints 

. 4-Way Hazard Warning Signals 

. Lane Changer Turn Signals 

. Automatic Back-Up Lights . Padded Sun Visors 

. Side-of-Car Safety . Padded Instrument Panel 
Marker Lights . Safety-Shaped Armrests 

. Hi-Intensity Guard-Glo H’lights . Non-Glare Finish on Inside Parts 

. Inside Rear-View Mirror with . Double-Safety Brake System 


‘, Energy-Absorbing Steering Column 
. Deep-Dish Steering Wheel 
. High-Strength Windshield Glass 
. Tempered Side & Rear Glass 
. Molded Ceiling Headliner 


Trans. Lock with Warning Buzzer 
(Less Trans. Lock on Floor Shift) 

. High-Strength Door Locks 

. Safety-Shaped Door Handles 

. 2-Key Locking System 

. Safety-Shaped Control Knobs 

. Safety-Styled Instrument Panel 

. Front Seat-Back Lock 

. Dual-Action Hood Latch 

. Anti-Smog Devices 


Twin Ball-Joint Pivots 

. Left-Side Rear-View Mirror 

. 2-Speed Electric Windshield 
Wipers & Non-Glare Blades 

. Electric Windshield Washers 

. Windshield Defrosters (Heater) 


. Brake System Warning Light 

. Self-Adjusting Brake Linings 

. Mechanical Stop-Light Switch 

. Corrosion-Resistant Brake Lines 
. Safety-Rim Wheels 

. Tire Tread-Wear Indicators 


. Positive Crankcase Ventilation 
- Exhaust Emission Control 
. Fuel-Tank Vapor Control 
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Section 5 Page 3 
Factory Installed Regular Production Options Issued: August 2, 1971 
AVAILABILITY 
CODE EQUIPMENT AND DESCRIPTION MATADOR 
- COLOR - Two-Tone (Std. Appl. of A.M. Colors) 
- Sedan and Hardtop............. X 
- Wagon (Painted Body Side - Panels 
Accent Molding) ............... X 
- DEVIATION from Standard Matador Color 
PR VEMHOREY (oc; veces viv ate, vie togtiuite akacecaceievslalic eialevalasene x 
VINYL ROOF (Sedan & Hardtop) ............... X 
BK RUA CK eS Gini vencieraysvacotaly's: aie arerevs 
WH UWA CE HLL salle at eevee taraPutatioie oe SPECIFY 
BU BIBI C cies tiie acatvdeiaatarsen Goce owiaieeecale ( COLOR 
GR PSCEOOM chai inicoale ebay Wusmmries oceans DESIRED 
BR , =I BTOWM eco aiis)¢ ete wieteiaeoterait oie susie 
wo WOOD-GRAIN, “‘Color-Keyed” Side & Rear 
PATS OME WABON 5.050 cick Soe cis «bic ve ebeieie eco Ons xX 
BENCH CUSHION 
A - Fabric ‘“‘Taurus”-Sed.& H.T. ...... STD 
B - Vinyl - Sedan & Hardtop ........ x 
IWBRON a ciea isitelere cise eaeaeons STD 
INDIVIDUAL RECLINING 
Vv - Fabric “Scorpio” - Sed. & H.T..... x 
; -Wagon........ xX 
D - Vinyl - Sedan & Hardtop ........ x 
mSWARON siei'ciesa sve evaseiereate beg xX 
S BUCKET SEAT - Viny] - Hardtop - Includes - Front 
Armrest & Center Cushion ...............00c00e Xx 
: Rear ir eee ue ay hao x 
- AXLE RATIOS - Opt. (Ref. Sec. 7, Page 1) ........ xX 
135 232 CID, Six, 1-Barrel (Sed. & H.T.)............0. STD 
150 258 CID, Six, 1-Barrel (Std. on Wagon)............ X 
210 304.CID, V-8, 2-Barrel 2.5. ccc cen ecaes Xx 
Additional Charge over Base 304 CID, V-8: 
245 360: CID I V-8: 2eBarrel 0/06 ioc oe cia vos ee ee eos Xx 
285 360 CID, V-8, 4-Barrel .. 02.2... cc cece ee cee eee Xx 
315 401 CID, V-8, 4-Barrel ............cccceecccees x 
A TORQUE-COMMAND, Column Shift - 6-Cylinder ... x 
SOF CED recskin is tisccars notes 4 cee Xx 
SOO ACM D icra useeievela Saisie cieieea ake Xx 
+ AOR GID 6 oe oie ie lia dattes tons Sis xX 
Ss 3-SPEED MANUAL, Column Shift (232 CID for Sedan & 


Hardtop, 258 CID for Wagon) ................... STD 
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451 


481 
491 
492 
493 


$01 


622 
623 


631 


371 


462 


S11 
$12 
521 


524 
445 
§32 


471 


541 
381 


571 


1972 Matador 


Factory Installed Regular Production Options 


CODE 


RFM 


SLC 


AC 


TG 


TS 


DW 


EQUIPMENT AND DESCRIPTION 


DUAL EXHAUST, 360 CID 4-B. Engine Only 

(Std. on 401 CID). Increases Available Net 
Horsepower and Torques Significantly ............ 
TWIN-GRIP DIFFERENTIAL ...............4-. 


POWER STEERING (Recommended w/AC)........ 
POM URIBRAREO 6 os dienes vente eens 


MANUAL DISC BRAKES - Front (6Cyl. w/o AC, 
MOCBINAELALOLOD) sc oaieiyislsoosie.s) Sete vie wieisintee mente gins 
POWER LIFT WINDOW, Tailgate - Wagon (Std. 

OMS SEAT ARON): opis aisles bsceheleieleciciecuie share woalavece 


AM PUSH-BUTTON RADIO.................24. 


Me RERES Dies ees can ha Sulslaka fadii/cla\o giainid! o) sei elacsiaiai tiie sisi a eis 


STOWAGE/LITTER CONTAINER - Pouches for both 
FONE PIOOLS 9 iol aie bs ial Oise elas lena oO a aie Wl ecclorace 
ALL-SEASON AIR CONDITIONING SYSTEM - 
Includes H.D. Engine Cooling System, 50-Amp. 
Battery (60-Amp. w/360 or 401 CID) & 55-Amp. 
PEULEON ATOR) cisterna tea hl cide. eketaio) here eta leles wie cola ese ela SANS 
TINTED GLASS - All Windows(Recommended w/AC) 
TINTED GLASS - Windshield ................... 
THIRD SEAT - Wagon - Includes 2-Seat Belts, Carpet 
Cargo Mat & Power Lift Tailgate Window .......... 
REAR WINDOW DEFOGGER (Electric) - Includes 
55-Amp. Alternator & Tinted Rear Glass (NA 

OME WEBONN Cy hare eae iia iScerelursinns Whit siebare Paneer es 
TAILGATE AIR DEFLECTOR - Wagon ............ 
LUGGAGE RACK, Roof-Top - Wagon ............ 
CRUISE-COMMAND AUTOMATIC SPEED CONTROL 
SYSTEMi(V 8: Only) a5 ss sealers cruieucea sag rie 
ADJUST-O-TILT STEERING WHEEL (w/AT) ...... 
VISIBILITY GROUP - Includes Remote-Control 

Left Outside Mirror, Visor Vanity Mirror, 

Inside Hood Release, Deluxe 3-Speed Electric 

Wipers, Electric Clock & Cargo Net (Wagon) ........ 
Deluxe 3-Speed Electric Wipers .................. 


AVAILABILITY 


MATADOR 


mm 


x x 
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Factory Installed Regular Production Options Issued: August 2, 1971 
American 
Motors 
AVAILABILITY 

C.Cc, CODE EQUIPMENT AND DESCRIPTION MATADOR 
$91 LG LIGHT GROUP - Trunk or Cargo Light, Two 

Courtesy Lights, Glove Box Light, Ash Tray 

Light, Parking Brake Warning Light, Headlights- 

On Warning Buzzer & Rear Door Switches ......... Xx 
811 HLD HEADLIGHTS-OFF Delay System ............... x 
553 SSW SPORTS STEERING WHEEL, 3-SPOKES, 15” ..... xX 
561 WD WHEELICOVERS (4) cee Pua Wiese whee Xx 
564 CWD CUSTOM WHEEL COVERS (4) ...........0e0eee xX 
562 TC TURBO-DISC WHEEL COVERS (4).............. xX 
565 MAG SPOKE-STYLE WHEELS (4) 14”x6” (V-8 Only) .... xX 
641 BG2 BUMPER GUARDS - Front (Wagon) ............. >, 4 
642 BG4 - Front & Rear(Sedan & Hardtop) xX 
651 UN INSULATION GROUP - Undercoating & Hood 

ATRIUM tN ian liclig-oc mink utwlagning ola lerk Wiela Wieland ataiersie Xx 
711 VFM CLEAR-VINYL FLOOR-PROTECTION MATS (Front 

oO L NU Ise suing Stararonesen late iaterncelalard evade ‘slerebatale levee X 
7169 SMG SCUFF MOLDING - Side (NA on Wagon w/Wood- 

5 GAUL OL. EWO-LONE) cess ecic et Sia datalslalWivlolens sodere eiece xX 

664 TP1 TRAILER TOWING PACKAGE No.1 ............ xX 
665 TP2 TRAILER TOWING PACKAGE No.2 ............ xX 
671 HB HEAVY-DUTY 70-Amp. Battery ................ Xx 
701 HP HANDLING PACKAGE - H.D. Springs & Shock 

Absorbers Plus Rear Sway Bar................005 Xx 
703 RSB PEAT SWI BAIR is Gia ce alent proreta tisk etoile walancoreineg Xx 
782 AAS ADJUSTABLE AIR-SHOCK Rear Suspension for 

Heavy Loads & Trailering ...............0 00000. Xx 
721 BH ENGINE BLOCK HEATER .................... xX 
691 NIT NITROX/TCS SYSTEM - Nitrox & Transmission Con- 


trolled Spark System - Mandatory - State of 
California Onlyiiiica coe ee ansaid er ehiasre ou eke xX 





6. AMBASSADOR TRIM AND OPTIONS 


Color and Upholstery Availability 


Standard Equipment 
Factory Installed Regular Production Options 


Factory Installed Fleet Options 
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z Fabric Perforated Vinyl 
at = | es 
AMBASSADOR SST 


Trim 
SEAT, TRIM & COLOR AVAILABILITY Colors 
pc 







Models Front Seat Type ‘T’ Codes 
Dede Sedan Lala Seat, Full eens 
Individual Reclining Seats—Optional Cc 


Bee cee 
jo] 8 | Tan/Buff 


Bench Seat, Full Back—Standard Pict 
4-Door Wagon $$ 

Individual Reclining Seats—Optional hens 

Bench Seat, Split Back—Standard lA | 
2-Door Hardtop — - 

Individual Reclining Seats—Optional 


B 
| 



















12 Exterior Colors, Standard 
11 Two-Tones, Optional 


res 
etal re 
rot | Jetset Bue, Metalic Medium) id 
Fos | admiral Bue, Metalic Oar) Sid 
. . | @: | 

faa | 

iss 

a 

res | 

oa 

re 

re | 





Body Color 
Code Number 











| 9. | Hunter Green, Metallic (Dark) 

| D2 | Yuca Tan, Metallic 

cis caesar Mele | 

[D4 | Cordoba Brown, Metalic = 

eis | 

| 08 | Sparkling Burgundy 
TWO-TONES: Optional only with Snow White (Al) in combination with any other listed color. 


VINYL ROOF: Optional on Sedan and Hardtop. “Baja” grain vinyl-covered roof, as follows: 


Those without numbers are available with Black or White. 

Those marked “1” are available with Black, White or Blue. 

Those marked ‘‘2” are available with Black, White or Green. 

Those marked “3” are available with Black, White or Brown. 

Those marked ‘‘4” are available with Black, White, Green or Brown. 
Those marked ‘5’ are available with Black, White, Green, Brown or Blue. 
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Fabric Perforated Vinyl Fabric 


Issued May 24, 1971 (Subject to Change) 







Revised July 2, 1971 Ped ae beer Opt. Uist 
andar . Wagon w/Opt. Seats 
1972 AMBASSADOR & Buckets) 





BROUGHAM 


SEAT, TRIM & COLOR AVAILABILITY 


Front Seat Type 


Bench Seat—Full Back—Standard 
4-Door Wagon 


















Individual Reclining Seats—Optional by 
Bench Seat—Full Back—Standard 













Individual Reclining Seats—Optional 
Bench Seat—Split Back—Standard 


Individual Reclining Seats—Optional 


Bucket Seats—Optional 









2-Door Hardtop 













_8| 12 Exterior Colors, Standard 
££| 11 Two-Tones, Optional 

oz (NA Wagon) 

$8 | Woodgrain Side & Rear Panels 
ao Std. on Wagon (less stripes) 























sonow WiUEE tn OU 
Stardust Silver, Metallic Pia ees: 
Jetset Blue, Metallic (Medium) 4 


Admiral Blue, Metallic (Dark) 
Grasshopper Green, Metallic (Medium) were 





























Hunter Green, Metallic (Dark) 
Yuca Tan, Metallic 
Baja Bronze, Metallic 


Cordoba Brown, Metallic 
Canary Yellow 
Trans-Am Red 


Sparkling Burgundy 






































TWO-TONES: Optional on Sedan and Hardtop, only with Snow White (Al) in combination with any other listed color. 


VINYL ROOF: Optional on Sedan and Hardtop. “Baja” grain vinyl-covered roof, as follows: 
Those without numbers are available with Black or White. 
Those marked ‘‘1"”’ are available with Black, White or Blue. 
Those marked ‘‘2” are available with Black, White or Green. 
Those marked “3” are available with Black, White or Brown. 
Those marked ‘4” are available with Black, White, Green or Brown. 
Those marked ‘‘5” are available with Black, White, Green, Brown or Blue. 
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STANDARD EQUIPMENT- AMBASSADOR Beshed AUBEAE 25,2 





American 
Motors 
SST BROUGHAM 
Air Cleaner, Cellulose-Fiber for Carburetor 2.0.0... cc ccc e acer ee cece es ee es eneeseesves STD STD 
PACER OLE SUA ie crlplerese easter nianehhaleysiaia ta avatosie| S406) a1 aes sila e)/a/aitece,0) } 1 olu 0,0 ellol si evel eieio) elle: 6. 0x06, s0vs STD STD 
Armrests- Front........ PN cae eae eT paas halle WPeueabiiolsiindove Alerelelaveselele enete sieeve ire Arasstaikee STD STD 
SUCOAT A Caen tetera Aa ela ehalabareseierel Wi wveeatlcl le Wists e/alelelnicceieie GN ier Sub, ae ece-e ees lene pie STD STD 
shenitavie HLONt Gc CAP lel suthiels niaisleressiatavere rein lacs ieusrelio a) ern) cielo oie) wiareleheleitteleie.eo%% a 0,0 ee eee esate STD STD 
Battery, 50-Amp. (60-Amp. w/360 & 401 CID V-8), ‘‘Clear-Power” 
WH /ALITAUIGI COTM CARE Peises aera) chase iete sic iereaisz<t\\o|o' exalt elelecvoyeveysvasel.s ol'alsvale) «seals oveie cd 01 STD STD 
Bumper Guards - Front & Rear (Rear NA on Wagon)... ... cece cece cece eee rere teen neeneee STD STD 
Gigerettonsimntenen rein cic icceianee sien yistee isle ie/ cia’ sele)eielielore's \e(s\ele prarsigieieieie = vieucitials @ ee te se ees es STD STD 
CGAP OOKS EWN (BOUL TOD AGOM) ois (helsl ese asieleldie o\psshe cio cceyslain/ awe ele siivlate)e edie s slee eine ee ele ee STD STD 
CUSTOM STEELE WHCOL crivctecear ety a sic) alaje ciereiel «lela slsie 6 elele vie de nie elslaisic owdla sien ewpeeneciuvens STD STD 
Dome Light (Two Side-Pillar Lights for Hardtop) ........ sec se cece cere reer erent tne eeneees STD STD 
Engine 504 Gib. Vey 2rBAIrel\CAaLDUTELON ccs tia'sic oct sic ce cee sees cee dee nsviececivevcee née STD STD 
Beriaitic OO lan cert tat niece ee eal ios o¥al's, cjoraie: lee eia\'iicliobo\sielovere eel clivrelel eiie'ee,0:sicie is) e\sje's¢ ev e/a STD STD 
Exhaust Emission Control System with ‘Close PCV and “‘Engine-Mod” System 
Gace antpPU TDM Mer terete sin siarciets ciskesevois syalensle.0:sie,a\sielabecelelsvajeyevere sie.els's eje o'ely Sins, 4 STD STD 
POOL Mats = Passerizer COMPBALEMEN ts sisi. ss elsls seis ejs le ce goes cine celelgnviewe gic vices vines sees Colored Carpet 
CargovALed CWARONS cri cieiaa sis a vce ticlee so ese diesen es Wee sete reraesesceecewss Colored Carpet 
PLU Ka NA A CLCRRIIODR Ae CET Tei sy sel ices eles laiietvie: esi eJslovaval sleleisaleiwelate-ejelers 0.8] s'eevele'ess eae STD STD 
PUGIEItera'= Tank BNO LINe at CATOULCLOL «e's cfeaus oie nis .a'e 0% e.e pieiseeaisee sens eeliieveeneveeees STD STD 
Fuel Tank - 19.5 Gallon (Sed. & HT), 20.0 Gallon (Wagons) w/Fuel Tank Vapor 
ENTSSIO TG VALRIIE UREA Sarre dichelecisa el ricasvaleis cise! ellcls siete e alalatayeqetere o/s ene nie) eee l6. oe ave. 6's STD STD 
Headlights, Hi-Intensity, ““Guard-Glo” Headlights (Dual) ........... ese eee e eee e eee een eens STD STD 
ARSE ale crete erate erate Tain are eats cre ct crenaloliccerc a e-clavereetsihlele ofeveiela sisveisieie 4.6, siere p¥ie eres we STD STD 
PMA EOMELO OU CROLE RSE aieiitcl ser ilon oH IeeCistarecontelevelelaye eta abslleiwieny se olle ate lelelareiesioleraieele ci seineieeiae selves STD STD 
Weather-Evye Heating System sci)... eis ccc teen e rece cee es ve ensetereseeseesscevaeees STD STD 
All-Season Air CONGIONING SYSTEM a0. sv elsiecicisjae cclsce ce cnsvee diseivousiecaweresvcessesves STD STD 
Lock - Cargo Compartment in Wagon FIOOr ..... 1... eee eee eee eee eee ee eee ener eee eeees STD STD 
RIGS TOV ERE Mere ee Mara pe ctenanstie seahes aetteh cero sialeneleelars oiler bueie ata wiefata sialavd(e oiellave. oe 0 9) a's iedeisrevs STD STD 
Pte EU LOM also icrsiaiarernieiecade! evatiel s atavone actielo/ejstejeqei el sleecers; sie le nye: elsielGtsiexe alsis\ sib) eis'e eee aoe. 0¢ STD STD 
OCSWUBTIMATRICOR peer eecie et enone royal crave sod laze o's SWiev'ole. vty iae)ince: ciisierexelai sl aya fel eiahat ate aie; er'elio ele vei:e!le areca) eye te ween STD STD 
Roof-Top Travel’Rack (Wagon) 2... i eee eee eect eee retreat teeter ese rerecscanes STD STD 
REPeseMoBEA PTICIICOLEAIT OTN Cet iey sco arti ecs teres etch, Far clrare hehelis oud ate lelole fess arialetnldvelieyetsllete. sie (ois/lehe18j-ot 9a; ar'uidi'o ea.) ie STD STD 
Meaty CUSHiOG or CAI, All ici !a'5i0 aXe siete ects victeie © olslienaihi'e ale lollies oye) terol) es.0,.8\e)ej'ele via'si¢ eee a e\ey STD STD 
Single Exhaust System, Dual Std. on 401, V-8 2.1... . cece eee eee teeter nett eee eeeee STD STD 
AVAL TONG soe vie arorvareene tatesety vicvecvNerai meter choles: aije\oinieleis 6 aueisleiony eve loinveiwuslle fe\sligivia'isece/ahe,s(s wie lee. STD STD 
Tailgate, “Dual-Swing” (Wagons) ......06. ccc cscs eter e ee tec eters tenses nenseeseneeens STD STD 
Watlea tee Air Detlectonic siecle tieiniersis alelsleya Nore siniscineiels sle'sislele/ieislae male sewdtise sn oinoe OPT STD 
Transmission - Torque-Command, Column Shift (with Standard Engine) ...........-ssseeeeeeees STD STD 
= Automatic Transmission Oil Cooler .............ccecccccvccccneesvscseveses STD STD 
OBIS ELIT SIETUU OBOE), hos ratiyiascixiaa/e tiene: svovele) clu) vrosdle e16 ejsioie a\isve\leliiwils) #10) sin) 9) oe eieie e'e{ sisi aise s,i¢ 91 0)4 STD - 
PAT GS CC OVOESI CG) cciciici con cio winealidroule: cisorets: sisi 4/e aisles ool leicel «\erolers elise al aereis\ebelensieleleusie OPT STD 
“Color-Keyed” Wood-Grain Body Side & Rear Panels (Wagons) .......-...+seeeeeee: Ba ale ae a NA STD 


“SAFE-COMMAND” STANDARD FEATURES 


General Equipment Construction, Brakes, Wheels Locks, Door Handles, Controls 
. Seat Belts . Single-Unit Body Construction . Anti-Theft Ignition, Steering & 
. Two Front Shoulder Belts . Energy-Absorbing Steering Column Trans. Lock with Warning Buzzer 
. Two Rear Shoulder-Belt Anchors . Deep-Dish Steering Wheel (Less Trans. Lock on Floor Shift) 
. Two Front Head Restraints . High-Strength Windshield Glass . High-Strength Door Locks 
. 4-Way Hazard Warning Signals . Tempered Side & Rear Glass . Safety-Shaped Door Handles 
. Lane Changer Turn Signals . Molded Ceiling Headliner . 2-Key Locking System 
. Automatic Back-Up Lights . Padded Sun Visors . Safety-Shaped Control Knobs 
. Side-of-Car Safety . Padded Instrument Panel . Safety-Styled Instrument Panel 
Marker Lights . Safety-Shaped Armrests . Front Seat-Back Lock 
. Hi-Intensity Guard-Glo H’lights . Non-Glare Finish on Inside Parts . Dual-Action Hood Latch 
. Inside Rear-View Mirror with . Double-Safety Brake System . Anti-Smog Devices 
Twin Ball-Joint Pivots . Brake System Warning Light . Positive Crankcase Ventilation 
. Left-Side Rear-View Mirror . Self-Adjusting Brake Linings . Exhaust Emission Control 
. 2-Speed Electric Windshield . Mechanical Stop-Light Switch . Fuel-Tank Vapor Control 
Wipers & Non-Glare Blades . Corrosion-Resistant Brake Lines 
. Electric Windshield Washers . Safety-Rim Wheels 


. Windshield Defrosters (Heater) . Tire Tread-Wear Indicators 
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1972 Ambassador 


Factory Installed Regular Production Options 
American 
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Motors 
AVAILABILITY 
C.c. CODE EQUIPMENT AND DESCRIPTION SST BROUGHAM 
- - COLOR - TWO-TONE (Std. Appl. of A.M. Colors) 
- Sedan and Hardtop ............. Xx Xx 
- Wagon (Painted Body Side-Panels 
Accent Molding) .............4- x NA 
- - DEVIATION from Standard Ambassador Color 
i PAWATIAU MIC Y oeote tre acacia veal eee. .cin) ope «coh e1aksteie 61396 X Xx 
VINYL ROOF (Sedan & Hardtop) ............... Xx X 
- BK PABA CKistersieie creverhe tin sia araiovolens siecee 
- WH SWIRL) och siuvcisete alae eibuelanere @ 4larevs SPECIFY 
- BU SHBG ae aie Su ails laaielevohe’ aleleve: area ( COLOR 
- GR SIGHTOON ches che hia ero iavove cis: btele seca iliolnre DESIRED 
- BR SNESTOW Thiet le, aleve tone wlecsliossletelichedes's) ehece 
BENCH CUSHION 
- A - Fabric (Sedan & Hardtop) ....... STD NA 
- B - Vinyl - SST (Sedan) ............ X NA 
- B - Vinyl - SST (Wagon) ............ STD NA 
- E - Fabric (Sedan & Hardtop) ....... NA STD 
- F S\VANV)! CWARON) ove sis. a vo.elisieiee'ever NA STD 
INDIVIDUAL RECLINING 
- Cc - Fabric (Sedan & Hardtop) ....... x NA 
- D - Vinyl - (Sedan & Hardtop) ....... X NA 
= CWARON) inci s eile: svere elelsras e.6's Xx NA 
- N - Vinyl - (Sedan & Hardtop) ....... NA x 
=ICWAROM)) Mere icie eisjsiaveinareale:s NA x 
- Vv - Fabric ‘‘Harem” -Sed.& H.T. .... NA X 
-Wagon......... NA x 
- Ss BUCKET SEAT - Vinyl - Hardtop - Includes - Front 
Armrest & Center Cushion ..........-2seeeeeeee NA x 
- - SUPRRES e etna Seal eet cae ccictanoiale eriolarel ocacsrase Snereneiieane xX X 
- - AXLE RATIOS - Opt. (Ref. Sec. 7, Page 1) ........ X X 
01H 210 304 CID, V-8, 2-Barrel ..........2..cccecceeees STD STD 
01N 245 360 CID, V-8, 2-Barrel ........ 02. c eee eee eeeee X > 4 
01P 285 360 CID, V-8, 4-Barrel .......... 20 eee ee eee eees ».« x 
01Z 315 401 CID, V-8, 4-Barrel .......... ccc eee ee eeeee x X 
42A A TORQUE-COMMAND, Column Shift 
=tAOAIGID cehiciaiers, ois sists srovelevecekavetets STD STD 
= 360 CID 2.0... ccc eee ween x X 
AAO CID iit .csseuiinecaeleccietaicie carures Xx xX 
411 DE DUAL EXHAUST, 360 CID 4-B. Engine Only 
(Std. on 401 CID). Increases Available Net Horsepower 
and Torque Significantly. .........+-seeeeseeeee xX : 
X 
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1972 Ambassador 


Factory Installed Regular Production Options 





American 
Motors 

Cc. CODE 
481 PS 
492 DB 
501 PW1 
504 PW4 
505 PWS 
622 RP 
623 RFM 
631 RS 
371 SLC 
463 CA 
511 TG 
521 TS 
524 RWD 
445 TAD 
471 ASC 
541 ASW 
381 VG 
571 DW 
591 LG 
811 HLD 


EQUIPMENT AND DESCRIPTION 


|POWER | 

POWER STEERING (Recommended w/AC)........ 
POWER DISC BRAKES - Front ................. 
POWER LIFT WINDOW, Tailgate - Wagon (Std. on 
SENCHUAWABOU) iio iene sierslevs Gichalsinivcel tie ¢iace is cvelelaveisrsts 
POWER LIFT WINDOWS, Side................45 
POWER LIFT WINDOWS, Side & Tailgate ......... 


AM PUSH-BUTTON RADIO.................44. 
AM/FM PUSH-BUTTON MULTI-PLEX STEREO 
RAEN tact acs fa isajiaiscks ei uilay'allaleversye, #1818 ‘evedorerelatioie\ 6 


STOWAGE/LITTER CONTAINER - Pouches for both 
LON DOOLS IN als) «sie: aye silecenayensjeretecee Vek ahs onganetetatetans 5 
COMMAND-AIR VENTILATION SYSTEM - For deletio: 
GUAIE CONGIIONING ial: d eiars sie vnnp elie sus aisle ve: dievare[ersleisl's 
TINTED GLASS - All Windows(Recommended w/AC) 
THIRD SEAT - Wagon - Includes 2-Seat Belts & 

Power Lift Tailgate Window .............00.e0es 
REAR WINDOW DEFOGGER (Electric) - Includes 
55-Amp. Alternator & Tinted Rear Glass (NA 

ON ARON urs cteaeat cc elahalalari hate ore ere ofela\ecsce siaaiets 
TAILGATE AIR DEFLECTOR - Wagon........... 
CRUISECCOMMAND AUTOMATIC SPEED CONTROL 
SSMU di telecnue lav arerdisie:silaicoversisuarsifeicateheroia: « wisyele 
ADJUST-O-TILT STEERING WHEEL ............ 
VISIBILITY GROUP - Includes Remote-Control 

Left Outside Mirror, Visor Vanity Mirror, 

Deluxe 3-Speed Electric Wipers, Electric Clock 

& Cargo Net (Wagon) ...........-c.eeevecscees 
Deluxe 3-Speed Electric Wipers ..............+04- 
LIGHT GROUP - Trunk or Cargo Light, Two 

Courtesy Lights, Glove Box Light, Ash Tray 

Light, Parking Brake Warning Light, Headlights- 

On Warning Buzzer & Rear Door Switches ......... 
HEADLIGHTS-OFF Delay System ..............-. 


AVAILABILITY 
SST BROUGHAM 
xX xX 
X X 
X X 
X X 
X X 
X X 
X X 
X X 
xX X 
xX xX 
X X 
X X 
X X 
X STD 
X X 
X X 
X X 
X xX 
X STD 
X xX 
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Section 6 Page 6 
Factory Installed Regular Production Options feaee: hogan 2; 2271 
American 
Motors 
AVAILABILITY 
CC. CODE EQUIPMENT AND DESCRIPTION SST BROUGHAM 
553 SSW SPORTS STEERING WHEEL, 3-Spokes, 15” ....... X xX 
561 WD WHEEL COVERS (4)! o3)cc cee ssc eseeueeuesen X STD 
564 CWD CUSTOM WHEEL COVERS (4) 
SO Mer sisaiiiis alates (lai eielossrelacatgle svelets x NA 
- Brougham ...........ceceeeeee NA X 
$62 TC TURBO-DISC WHEEL COVERS (4) 
SS Li ieiacer etolsteteja evar ocenafveve alia sia's xX NA 
= BIOURNAM! s,s). 'siciev sce etle sieie es NA X 
565 MAG SPOKE-STY LE WHEELS (4) 14”x6” 
SHSM a is talea east! sievtiasels0\ areln aaveetanece x NA 
SABFOUSNAM Lire: stisieielee aiesecegetete ty ene NA X 
651 UN WNDERCOATING ) 6 cialves cists oe sce sie sieleeicslewee NA X 
651 UN INSULATION GROUP - Undercoating & Hood 
TISUIACLON EH Keynes id creralsipie wi Niecs ere, en's wianetereie Seda x NA 
711 VFM CLEAR-VINYL FLOOR-PROTECTION MATS 
CETONUGOROAT Hc Je sas) evs ccare onesies 's ovacersrecoceiesbbelaie end X Xx 
769 SMG SCUFF MOLDING - Side (NA on Wagon 
w/Wood-Grain or Two-Tone) ..........e0ceeeeee Xx xX 
664 TP1 TRAILER TOWING PACKAGE No. 1 ............ xX xX 
665 TP2 TRAILER TOWING PACKAGE No.2 ...........- x X 
671 HB HEAVY-DUTY 70-Amp. Battery ..............4- xX xX 
701 HP HANDLING PACKAGE - H.D. Springs & Shock 
Absorbers Plus Rear Sway Bar..............00005 Xx Xx 
103 RSB IREAR SWAY. BARE 5.0 056aier0.e oseheie lle is-6 ore eleveloievens x xX 
782 AAS ADJUSTABLE AIR-SHOCK Rear Suspension for 
Heavy Loads & Trailering ................00000- Xx x 
721 BH ENGINE BLOCK HEATER .............00e000- xX X 
691 NIT NITROX/TCS SYSTEM - Nitrox & Transmission 


Controlled Spark System - Mandatory - State 
of California Only ........... ccc cece eee eevee x x 





7. TIRE OPTIONS AND AXLE RATIOS 


Axle Ratios 
Regular Production Tires 


Fleet Tires 
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Issued: August 2, 1971 
: Power Teams Reissued: September 14, 1971 
American 
Motors 
2 3-SPEED 3-SPEED TORQUE- TORQUE- 4-SPEED 
w MANUAL MANUAL COMMAND COMMAND MANUAL 
% COLUMN FLOOR COLUMN CONSOLE FLOOR 
a SHIFT SHIFT SHIFT SHIFT SHIFT 


(a) 2.37 Std. 
































Z| 232ciD — 1-Bol. 2.73 Std. | 2.73 & 3.08 Opt. 
3 3.08 Opt. er 
sl pasa 3.31 Opt - 
O 3.54 Std. 2.87 Std. 
3.08 Std. | (f) 3.08 Std. (b) 2.37 Std. 
& 3.08 Std. 2.73 Std. 
Z| 258CID _1-Bbl. 3.31 Opt. | 3.08 & 3.31 Opt. on 
& A. 
= Oso | 287s, 
3.08 Std. 
232CID —1-Bbl. (SST) 3.08 Std. Li 
258CID __1-Bbl. (SST) 3.31 Opt. 


3.54 Std. 
3.15 Opt. 2.87 Std. 2.87 Std. 


3.15 Opt. 3.15 Opt. 


304 CID 2-Bbl. 


360 CID 2-Bbl. 


JAVELIN 








360 CID 4-Bbl. (SST) (c) 3.54 Std. 
(c) 2.87 Std. 3.15 Opt. 
401 CID 4-Bbl. N.A. 3.15 & 3.54 Opt. | (d) 3.91 Opt. 
(e) 3.15 Std. 
232 CID 1-Bbl. 3.54 Opt. 3.15 Std. 
3.54 Std. 
258 CID 1-Bbl. (Wag.Only) 3.54 Opt. 
(-4 
8 | 304CID  2-Bbl. 
Pa 2.87 Std. N.A. 
< 360 CID 2-Bbl. 
= 3.15 Opt. 
360 CID 4-Bbl. 
401 CID 4-Bbl. 
s 304 CID 2-Bbl. 
a 360 CID 2-Bbl. 2.87 Std. 
wa N.A. 
< 360CID 4-Bbl. 3.15 Opt. 
= 
* |) 401CID  4-Bbl. 
Optional Ratios are available at extra cost. We cannot accept deviations. 





(a) Ratics shown are less AC. With AC, 2.73 Std., 3.08 & 3.31 Opt. 
Also for all California cars (less or with AC), 2.73 Std., 3.08 & 3.31 Opt. 
(b) Ratios shown are Sedans less AC. Sedans with AC, & all Sportabouts, 2.73 Std., 3.08 & 3.31 Opt. 
Also for all California Sedans & Sportabouts (less or with AC), 2.73 Std., 3.08 & 3.31 Opt. 
(c) For Javelin AMX with Torque-Command & ‘‘Go”’ Package: 3.15 Std., 2.87 & 3.54 Opt. with 401 CID. 
3.15 Std., 2.87 Opt. with 360 CID 4-B. 
(d) Available only with Twin-Grip Differential. 
(e) Sedan & Hardtop only. 3.54 Std. Ratio for California cars (no options permitted). 
(f) Available only with “Rallye” Package. 
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Vi 1972 Regular Production Tire Options 


American 
Motors 
STANDARD 
LOAD RIM TIRE 
SIZE RANGE TYPE SIZE CODE 
GREMLIN - “6”(without Air Conditioning) 
6.00 x 13 B_ Black (Unbelted) ......... AS Ma ital tees AN ans pace 00 
6.00 x 13 B_ White (Unbelted)......... SOF relate rere stole wuActeer elec aes 01 
6.45 x 14 B_ Black (Unbelted) ......... 7 As Tne eT NAGAR RAR cat RN 04 
6.45 x 14 B_ White (Unbelted) ......... FS ee Pare tale tangential ation lars. alse 19 
B78 x 14 BBA pie nde sew eleva leva evens BST iinet ealenpattea tela gr utes e , 06 
B78 x 14 Boy WHite Savesitiaierersie wrote wets PRS rad ip Ls HEY Aes aaa 05 
(A)D70 x 14 Bins Bld CiGhe mn iiicialsrcice se ondiniets {JADE on PAUSE at 24 
(A)D70 x 14 B_ Black w/White Letters ..... GiO ee aie cor rian eyaronenhia rie tka che 11 
GREMLIN -“6’’(with Air Conditioning) 
6.45 x 14 B_ Black (Unbelted) ......... ASTI Ne MetSE R a ni T Ye Svante ca 6 ta 00 
6.45 x 14 B White (Unbelted) ......... ASM UIA IRIN i cnete, ane jobe-e 01 
B78 x 14 BEB IAC ee crcl eos aisibieaioiele MS remind sieedis apateees titel sl allewsi axe 06 
B78 x 14 IB WHICG ates! lsl sreral sede sievece evs CY aU ees Loans Rnd ER 05 
(A)D70 x 14 |S itil 39 Ve) ak a Gee GOs UT ieee ee ole evatere 76 24 
(A)D70 x 14 B__ Black w/White Letters ..... GLO aie veneer ee es ainsi 11 
GREMLIN -“‘V-8” 
6.95 x 14 B_ Black (Unbelted) ......... Ah Sri UN pore fale a ahs sche tools 00 
C78 x 14 Bic MBIA CK estat rey erctel's (aisle ce oer ae ‘ele SD Oanahy poewmomremapsie ieee le als ate 10 
C78 x 14 Bi pe WINTLO egies cine eve. asetecess SLO smi Re A hare ls ie ake: 6 01 
D78 x 14 Bic tiBlaGicu menace vic ies eth asec SiO ae baat Se eras oie 12 
D78 x 14 LCRA OAS Uae DO eae ade ices Pleasant se hte| ig 0088 “eee 09 
(A)D70 x 14 ASHER A aE Te} od ies Hi ae OiOE Wa wnrscacetansratatevs egtaceis\ were 24 
(A)D70 x 14 B_ Black w/White Letters ..... COO cle et k iat fos ALS eo 11 
HORNET - “6” - Sedan (without Air Conditioning) 
6.45 x 14 B_ Black (Unbelted) ......... SESE RAL eb Rladaale tee tetas Wu stiotercicts 00 
6.45 x 14 B_ White (Unbelted)......... ARO Gch cay Teasers eae nk cua utd ao 01 
B78 x 14 Bu MBIACK ens ties Ghose sree tare YW TaN LOU AG Pasar CN CaN 06 
B78 x 14 Be WIc Gan ext ersicirabberd Gare avers BIS eT UN ae orenatieledutna ta smausiha aly 05 
6.95 x 14 B_ Black (Unbelted) ......... SS irae testa ais ees Gi poise 08 
C78 x 14 Beer IAG iri eee sake ci aeke BRO Y ci rer atte cereale ab ENG 10 
C78 x 14 BaeAWIteys Ais iosasvorvisia aisoataratary SLOP Vela Veitetebers cj Sheed al oder brevet 6 07 
D78 x 14 By laCksecriis aleicceenosnarerstoncie lie SION A eae eR SHUG ee Ve licueels 12 
D78 x 14 SR WHITE: he tina, ioncvatars Yealove: Wace SOM noni re acne es wei aug aia reae 09 
(B)D70 x 14 Ber Blacks Hate nte tetas ce nty itis COEUR Cerra nA Nient tec eg 24 
(B)D70 x 14 B_ Black w/White Letters ..... (CO saa ISN SUE, SEN Nba tye ak pay a 11 
HORNET - “6” - Sedan (with Air Conditioning) - ““V-8” - Sedan and “6” & “V-8” Sportabout 
6.95 x 14 B_ Black (Unbelted) ......... CWT RRGTE Mae eeinnd rane Aun eta! hs ARR 00 
C78 x 14 Ramnblack ete vielen teas aimee ots SHOP Payers yabow acer tecess 10 
C78 x 14 Bee oWititer sire ssc cued ce a SIO End: are sey seca ieee malas uses 01 
D78 x 14 Be OBIaCK aa nuauue heal cal iene Li Das ia ear er Chay temie 12 
D78 x 14 Biro Witenes te wetstaskes sauces SLO Mees hs eae Qe oer oie 09 
(B)D70 x 14 Bisver Blacks. ciciaaks ees west Lis oe ele GiOP Piha aera algae saan eseioues 24 
(B)D70 x 14 B 


Black w/White Letters ..... GEO TR iieicars: eoreisvonmicga to stetete hens 11 


HORNET - 2-Dr. Sedan and Sportabout (““X” Package w/Slot-Style Wheels) 


C78 x 14 Bos Blacks oiacne sina waters ClO ih aie re ees b ala ser tbe 00 
C78 x 14 Ba Whiters asset sak ereietepa: Were eles GiO ies SRS eras yaa ec tg 01 
D78 x 14 | Seats 33 Ee(e) ‘op Sulneiguae armies rin a Nan CoO eS ees Saeen alae ws ecee 12 
D78 x 14 Bais UWRITO YS Sire a aisetles wuss s cata talane Guus ieee rann sy ta Une UPN 09 
D70 x 14 Bors DIAG Slr iisieressccein eerste iO hie ahah aman toe onan 24 
D70 x 14 B_ Black w/White Letters ..... GO ahnccst tak oan ke omUnnatia. auinge 11 
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(A) Available only w/Slot or Spoke-Style Wheels 6.0”, or w/Slot Style Wheels 6.0” incl. w/Gremlin ‘‘X”’ Package 


(B) Available only w/Spoke-Style Wheels 6.0” 


Note: Unless otherwise noted above, Belted Polyglas®/Fiberglass Tires are used in all cases. 
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Vi 1972 Regular Production Tire Options 


American 
Motors 
STANDARD 
LOAD RIM TIRE 
SIZE RANGE TYPE SIZE CODE 
JAVELIN - “6” - SST 
C78 x 14 Be SPB BOK elietete eee aye Sr et oia 6 AUR Sy Tae sis Unies cea ay eae 00 
C78 x 14 Bey Whiten ticetcuaiacalorstelceelelice ola Se QE Lg Minprstannte aS, 5 elo: oid aid 01 
78x 14 Bit BACKS Scccptinrctiia tere 0! assis SAO salt lsnenopa re ielaneral chia tee. Sa Se 12 
D78 x 14 Bye WILE = sos 5 eek cOieroieies eS. ehers SLORY Wah datees ere cates Arar ety 09 
(A)E78 x 14 Bit WHEE) pecteer cn aiseeres.s) roy endess (SAC SERIE ND ae ES 8 Bt Pia 15 
E70 x 14 B_ Black w/White Letters ..... GOP ire a amr Kode dn eld sis ¢ 18 
JAVELIN - “V-8” - SST 
D78 x 14 Bi Black. 2: an: A ROS SiO rr Yalateo spot eps tara tacuidie eG 00 
D78 x 14. Ber PWG ieyarecen isis wlst es) sites e' ais SON Sb Ua atesiu ema ps aie te. oieiare sets 01 
E78 x 14 | HOSUR ia) ON SONG). NSieteenstanctl flaca a wis 15 
E70 x 14 B_ Black w/White Letters ..... ere AN Rana Cot eg LO DS doa, 'g 18 
E60 x 15 B_ Black w/White Letters, Slot-Style Wheels - 4 
(15” x 7”) and E78 x 14 Space-Saver Spare 
OUPRORIAT INA RITE Sieh, Wet yt) |)'=\ 9. Si tstuavetayle teers a (siele sis « 22 
JAVELIN - AMX 
E70 x 14 B_ Black w/White Letters, Slot-Style Wheels - 4 
(Me Pas ED. yok EE SIME ASE No Sa AC PO a 18 
E60 x 15 B_ Black w/White Letters, Slot-Style Wheels - 4 
(15” x 7”) and E78 x 14 Space-Saver Spare 
CONEROMUMT AL Ano RITES @eyrices 7s Tey as ct hecemnur thn Gia ter atecat atone acerseeig as 22 
MATADOR - Sedan and Hardtop 
E78 x 14 B_ Black (Unbelted) ......... SOE AST eie NaN lc ndess thatthe atte els 00 
E78x14~° B_ White (Unbelted)......... SOMA se lasercree sient as eat slekorass 380 01 
F78 x 14 Be AWinite tii ess se cions a wtacopatace- = ES ey WG telescevstueraco nacho sikse get 21 
E60 x 15 B__ Black w/White Letters Slot-Style Wheels-4 
(15” x 7”) & E78 x 14 Space-Saver Spare on 
Regular 14) Rimi(V-ScHs 1s Only) oe aie is1c a carepe webs nvsVolalsls eos, ove 22 
MATADOR - Wagon 
G78 x 14 Bier BLACK sees aise ache ateeiae ee (CSS coe a RG Mesh Sencar a PAC 00 
G78 x 14 Bi WAC rs isles Wecsusts Salles slats 6 GOR yi athe stars teatioreouet si aiaterane 01 
H78 x 14 BU BIACK tyra aye, oars, <i heroes entails GiO OH teenie seria t saree ane 30 
H78 x 14 MSHS White Scere nessa serach GQ ene Ree Ara NII 25 
AMBASSADOR - 304 and 360 CID “‘V-8” (Sedan and Hardtop) 
E78 x 14 B_ Black (Unbelted) .......... SUA Ny Meese Teen eet eR HARE 00 
E78 x 14 B_ White (Unbelted)......... S102 ae stanteracrehaa et elie 01 
F78 x 14 B- White..... Perna utanesareisiaiw é SES Ge rice wrenren mnie creeeaerastans 21 
G78 x 14 Bim Blackstere. ce wevcins eevee: G0 es rahi: ee enue ea mets 28 
G78 x 14 B= Whites iertrals 5 ahayakets ace uaa (OGRE BEG DEA SUUR AT Seni Re 23 
AMBASSADOR - 401 CID “V-8” (Sedan and Hardtop) 
F78 x 14 B_ Black (Unbelted) ......... SUS Te i saiia axe Bias uratarhiaie couanenerateces 00 
F78 x 14 B- White (Unbelted)......... YS Ba anes SE SPEY oh SMe RN EC 01 
G78 x 14 1S peapin 23 Ve) See da Sas saan oe a GO ieioe crdict tans wtepaaue oinan aoeaene 28 
G78 x 14 Bt White ied vinnpacica sats eieats Git WO raised uae aroha ele 23 
AMBASSADOR - Wagon 
H78 x 14 RE EB IACK acorn oer pene ack PLEA SL res cleat deviates te beeaaas 00 
H78 x 14 Ba WHAUG a wen isis) tiga ee Ol OR GES ie eaters, ia spheaas 01 
H78 x 14 | D Jysei) 2] EYel‘ipaeceey ave setunt raat site eas GOR NSS Rilo Gata Leanne 32 
H78 x 14 DG WHILC Wise aiceeuis cs aves Ueto Ser an eneg RCE RU MMR OYA ant 2, 


(A) Available only w/Spoke-Style Wheels 6.0” 


Note: Unless otherwise noted above, Belted Polyglas® Fiberglass Tires are used in all cases. 
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1972 DEALER-INSTALLED AM ACCESSORIES 
FOR ALL MODELS (EXCEPT NOTED): 


“Air Conditioning System, Factory Type (except Javelin) 
Air Conditioning System, Add-On Type 
Compass 
Instrument Panel Woodgrain Dress-Up Kit (Hornet only) 
Door Edge Guards 
Door Vent Shades (except all Hardtops) 
*Anti-Scuff Body Side Moldings (different type for factory option) 
Tissue Dispenser 
Tissue Dispenser & Litter Basket Combination 
“Engine-Block Heater 
*Floor Mats 
“Bumper Guards, Rubber Padded (except for Rear on Matador & Ambassador Wagons) 
License Plate Frames 
“Luggage Rack, Trunk Lid (Hornet & Javelin) 
“Luggage Rack, Roof Type (different type for factory option on certain models) 
Roof-Top Luggage Carriers 
“Sun Visor Vanity Mirror — . 
*Remote-Control Rear-View Mirror, Left Side 
Rear-View Mirror, Right Side (standard on Javelin AMX) 
*“Day/Nite Inside Mirror (for Gremlin & Hornet, standard on all other models) 
*Radio, AM Push-Button 
*Rear-Seat Radio Speaker (except Gremlin & Hornet) 
*Rear-Seat Stereo Tape Player Speakers (except Gremlin & Hornet) 
8-Track Stereo Tape Cartridges (except Gremlin & Hornet) 
“Trunk Light (except Gremlin) 
“Wheel Covers (Disc, Custom Disc, Turbo-Disc & Wire Wheel) 
“Locking Gas Cap (dealer accessory on all models, also factory option on Gremlin) 
“Headlights-Off Delay System (except Gremlin & Hornet) 
“Parking Brake Warning Light & Headlights-On Warning Buzzer 
“Courtesy & Glove Box Lights (plus Map Light in Javelin kit) 
*Power Brakes 
Rear-Seat Shoulder Belts 
Rear-Door Safety Locks (also for Gremlin & Hornet front doors) 
Rear-Window Defogger Fan (except Wagons, Gremlin & Hornet) 
*Rear-Window Tailgate Air Deflector (Gremlin, Matador & Ambassador Wagons) 
Air-Lifts, Rear (except Gremlin) 
Fender Splash Guard, Front & Rear (except Matador & Ambassador) 
“2nd Horn for Gremlin & Hornet (available as an AM “‘part”’) 
Front Seat Slide Adjuster Extension Kit (available as an AM “‘part’’) 
Engine Coolant Recovery System 
Sun Roof Air Deflector Kit (Gremlin & Hornet) 
Cargo Space Tonneau Cover (Gremlin only) 
FOR JAVELIN ONLY: 
*Front Underbody Spoiler (available as an AM “‘part’’) 
*“Rear-Deck Spoiler (available as an AM “part’’) 
“Radio, AM Manual & 8-Track Stereo Tape Player Combination 
“Rear Speakers (Radio & Stereo Tape) 
*Radio, AM/FM Stereo Multiplex with 2 Rear Speakers 
FOR MATADOR & AMBASSADOR ONLY: 
Gas-Filler Door Guard 
“‘Load-Carrier’’ Shocks, Rear 
“Adjustable Air-Shocks, Rear (available as an AM “‘part’’) 
Rear Bumper Step-Pad, Rubber (Wagons) 
*Cruise-Command Automatic Speed Control (for V-8 with Automatic Transmission) 
*Radio, AM/FM Stereo Multiplex with 2 Rear Speakers (Sedan & Hardtop), plus 2 Door-Panel Speakers 
8-Track Stereo Tape Player 
-*Automatic Transmission “Auxiliary” Oil Cooler, V-8 (Available as an AM “‘part’’) 


“Also Regular Factory-Installed Option 











1972 FLEET SALES 
Heavy-Duty Vinyl Upholstery (31 oz.) 


Gray Vinyl on Seat Cushion and Seat Back with Black Vinyl Seat Bolsters and 
Door Panels. 
HORNET SST 2 and 4-Door Sedans 
Bench Seat 
MATADOR 4-Door Sedan and Wagon 
Bench Seat 
Individual Reclining Seat 
AMBASSADOR SST 4-Door Sedan and Wagon 
Bench Seat 
Individual Reclining Seat 
Recommended for “‘special-purpose” vehicles such as Law Enforcement cars and 
Taxi Cabs (standard with ‘‘Taxi’’ Packages) 
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American Motors 


